

















DOMESTIC ENGINEERING 


KEWANEE 


When a boiler is built of stee/ 
plate, with riveted seams its 
strength is a known quantity. 
There’s no guess work about it. 
Any engineer can figure exactly 
the pressure each part will 
stand. 


Other forms of construction may be 
all right for awhile, but their durability 
has not been proved, and can’t be until 
they have been on the job for 25 or 30 years 
like steel and rivets have. 


So why should any boiler buyer mon- 
key with and “experiment” when he can 
get the proved durability and strength of 
Kewanee? 


KEWANEE BSILER COMPANY KEWANEE, ILLINOIS 








Atlanta, Ga. Cincinnati, Ohio — BRANCHES — New Orleans, La. San Francisco, Calif. 
Birmingham, Ala. Cleveland, Ohio Philadelphia, Pa. Seattle, Wash. 

Boston, Mass. Dallas, Tex. El Paso. Texas \ Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 
Charlotte, N. C. Denver, Colo. Grand Repids, Mich. Memphis, Tenn. St. Louis, Mo. Toledo, Ohio 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis. Salt Lake City, Utah Toronto, Ont., Can. 
Chicago, IIl. Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. San Antonio, Texas New York City, N. Y. 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 





Dif a ad. Pi ig ake CMs Ail Ye WT: Si athe gah na E FPA ne Cg ERR eee py yt ° m 
Roc rete ee © BE pore pen Onna ge Siriigg ream), Rates phe tte N ER Ay ames Aa 8: 
+ Rea ae pestis Seis is TDG Evan Ana Haas ga aia ae hb A A ere okt s 











May 22, 1926 DOMESTIC ENGINEERING 3 


il NAA HOTEDAUA A 








Every age has its pleasures, its style of wit, 
and its own ways.—Despreaux. 


_ This is the age of improvement—of inven- 
tion—this is the age of the aeroplane, the 
submarine, the electric light, etc. 


IGE BE i eg a 


Today you must handle and install equip- 
ment that gives comfort and health to your 
customers. You must be a twentieth cen- 
— plumber backed by twentieth century ; 4 
ideas. | 





Handling the VQGEL line is a sure way of 
getting new business and giving service which 
today’s modern ideas demand. 


Yesterday is gone forever—so has its 
methods. See your jobber today about the | 
VQGFL jine. He'll tell you how it will help |. 
you to become a twentieth century plumber | 
—how it will pay you with new customers 
and bigger profits. 








7 Jos. A. Vogel Co. 


(E> Wilmington, Del. St. Louis, Mo. 





{OU EA VC 5 Sea 8 
1 





Mention Domestic ENGINEERING when writing advertisers. 








4 DOMESTIC ENGINEERING May 22, 1926 


ad 








LYE se ewer aa 





Advertisers This Week 


American Brass Co., The.. 42 
Enameled Prod- 


American 
ucts Co. 

American Radiator Co..... 

29, 50 and 51 


American Sanitary Mfg. 

Ta. bcndiwsbe ed bese oss o0 x 67 
Armstrong Bros. Tool Co.. 82 
Armstrong Mfg. Co........ 70 
tadger & Sons, F. B...... 97 
Pailey-Farrell Mfg. Co....105 
Pead Chain Mfg. Co....... 83 
teaton & Cadwell Mfg. Co. 44 
Blake Specialty Co........ 95 
3uilt-Well Mfg. Co........ 91 
Btied BIER; C0 s.0 5.000000 08 92 
‘jg, ie See Ce Serra 45 
Camden Pottery Co....... 78 
Capitol Brass Works...... 

Saale wee Inside Back Cover 
Carty & Moore Eng. Co.... 86 
Case & Son Mfg. Co., W. A. 54 


Century Electric Co....... 64 
Chemical Toilet Corp. 
Chicago Faucet Co........ 41 
Chicago Pipethread Ma- 


SOS a ee ae ae 81 
Cleveland Heater Co...... 52 
ae, aap Sanitary Mfg. a 


( sic laae Brass Corp. 84 
Compound Injector & Spe- 


CEE TOR. ones see eee k es 85 
Continental Heater Corp.. 12 
Continental Scale Works. .106 
Cox Stove Co., Abram..... 11 
Curtis & Curtis Co........ 105 
Curtin Valve Co.........<.% 47 
Dart Mie; Co. Ti: M.. 2... 96 
Dearborn Brass Co........- 83 
ee SOR, sucvesnees sees 74 


Zoiler & 


Detroit Range 
62 and 63 


Steel Barrel Co... 


TGS WRIWO: S505 6c ccw ce cess 38 
Douglas Co., John...68 and 69 
Duriron Co., The........<. 96 


Economy Pumping Ma- 


eee, eee 98 
Electro Engineering Co... 90 
Estabrook’s Sons, R....... 90 
EverHot Heater Co....... 41 
oe ae: ree 10 
General Electric Co....... 7 
Gerstein Bros. & Cooper...105 
i BIT. COD oc ac ans ennse 108 
Grabler Mfg. Co.........+. 71 
Gurney Heater Mfg. Co... 40 
Meas ©6,, PRIM. «....<c:c0% 81 
Haines, Jones & Cadbury 

Ly <cvatebees eeeeeacwe ss 79 
PERTESWT ELE SOD. seek sdedons 14 
Hammond Brass Works... 67 
SURES SRE NODS do's 6 ninesae 82 


Heap & Sons, 


Hollenden, The ........... 107 
Honeywell Heating Spe- 
PE SA. ovens denwes 36 
Horton Pottery Co........ 94 
Hotstream Heater Co..... 101 
Hudson Brass Works...... 61 
eT GO. cease enwases’ 67 


Illinois Malleable Iron Co. 86 
Imperial Brass Mfg. Co... .102 
International Heater Co. 8 
“~— & Matthews Mfe. 








Established 1889 


Published Every Saturday by 


Domestic Engineering Company 


1900 Prairie Avenue, Chicago 


Address all Corres ae ewed to Chicago Office 
Long Distance Telephone: Calumet 4680 
New York Office, Room 906, 110 East 42nd Street 
Telephone: Ashland 8111 and 8112 
Cleveland Office, Builders’ Exchange 
Telephone: Main 4000 
Philadelphia Office, Room 1507, Finance Bldg. 
Telephone: Rittenhouse 2285 
Pittsburgh Office, Room 604, Chamber of _——a Bldg. 
Bell Phone: Grant 8741-8745 
San Francisco Office, Room 732, Hearst Bldg. 
Tel aes Garfield 4052 


“1@lioaae, May 22, 1926 
Vol. 115, No. 8 Whole No. 1745 


EDITORIAL STAFF 
ENEY, Epitor 
R. V. SawHILL, MAanaGiNnc Epitor 
R. Hervov, L. B. Sparrorp, = E. Paice, 
L. W. Britton, W. H. OLEson, * p- Waite, 
L. H. . RaMAGE, 








Gray, G. R. Stearns, Jas. E 
Associate Editors 


_ ADVERTISING REPRESENTATIVES | 

E. DeForest WINSLOW O. T. Carson F. S. Kine 
E.G.Hutcuison R. rare Wettste1in WattaceJ.Osporn 
Carr D.M. Kenney’ Rosert A. Jack 


TERMS OF SUBSCRIPTION 
United States and Possessions, $2.00 per year. 
Current copies, 10c each. Back numbers, 25c each. 
Canada, 2.00 per year. Foreign, $3.00 per year. 


~ Entered as Second Class “Matter on February 20, 1893 
at the Post Office at Chicago, Illinois, Under the ‘Act of 
March 3, 1879. 


Member of Audit Bureau of Circulations. 
Member of Associated Business Papers, Inc. 














More than 17,500 Copies 
of this Issue Are Being 
Printed and Distributed 











Leading Articles in This Issue 


The Successful Oil Burner. Page 19. 
Beauty Spots of Louisville. Page 21. 
Plumbing Problem. Page 22. 


The Annual Convention of Washington State 
Association of Master Plumbers. Page 24. 
The Annual Convention of North Carolina Mas- 

ter Plumbers’ Association. Page 27. 
The Annual Convention of Connecticut Master 
Plumbers’ Association. Page 30 


Research to Eliminate Guesswork. Page 35. 


Special Departments 
Page 15. 


Between Ourselves. 

Editorials. Page 17. 

Advertising Editorial No. 221.—‘‘Hot Water— 
Without Waiting.” Page 26. 

Markets—Business Conditions in Leading Job- 
bing Centers. Page 

This Week—Among Manufacturers, Wholesalers 
and Their Salesmen. Page 75. 

The Trade—With Master Plumbers and Heating 
Contractors. Page 87. 


Plumbing and Heating Patents. Page 104. 


Advertisers This Week 


Jonikinge BOB. «...csccec cee 39 
Johns-Manville ........... 9 
Pe i a ee 100 


Kennedy Valve Mfg. Co... 44 


Kewanee Boiler Co........ 
eek aene Inside Front Cover 

3 ee |: a ere 94 

Lavelle Rubber Co........ 107 


Lovekin Water Heater Co. 49 


Martin & Sons, H. P...... 94 
McDonnell & Miller....... 89 
McShane Bell Fdy. Co..... 92 


Midland Metal Mfg. Co.... 96 
Minneapolis Heat Regula- . 


BY SEOs xdens Seweews cteue 2 
Monarch Eng. Corp....... 92 
Morgan Bronze Co........ 37 
Miwmelior CO. .cscccccveseves 66 


Myers & Bro. Co., F. E.... 52 


Mason BG. (6.6.2 s0kcse<s 108 
National Water Lift Cé6... 98 
Neptune Meter Co......... 47 
Never Split Seat Co....... 5 


Novelty Steam Boiler Wks. 90 
Nye Tool & Machine Wks. 13 





O-E Specialty Mfg. Co..... 81 
GhiG BOGGS CO. sco vccesecs 41 
Penberthy Injector Co..... 48 
Penn Engineering Co. 
(Philadelphia) .......... 94 
Phillips Drill Co........6. 92 
Prier Co., Walter H....... 82 
Providence Fittings Co.... 39 
Q-S Sanitary Mfg. Co..... 105 
Reading Brass Works..... 108 


(reading Steel Casting Co. .104 
;Richmond Fdy. & Mfg. Co. 52 
\Ric-Wil Co. 


Sanitary Co. of America... 34 
Scaife & Sons Co., Wm. B.. 81 
Slack-Horner Brass Mfg. 

Co 


Crore re rene 91 
Smith Bros. Nipple Works. 82 
Somerville Iron Works.... 43 
oS rr 44 
Starbuck & Sons, Inc., 

ee Pr re og 
BiReK, PUD TOs 6 0sssssees 107 


Sterling Engineering Co..106 
Street & Kent Mfg. Co.... 95 
Stringer Bros. Co......... 43 


Taber Pump CO... iscccses 85 


Toledo Pipe Threading 
Machine Co. 
Trane Co. 


Uniflow Pump & Mfg. Co.. 67 


Union Canvas Goods...... 108 
United Brass Mfg. Co..... 44 
Wien SO ives cheese 3 


Wessels & Sons Co., D. D.. 96 


Wilkes Bifg. Co., B...ccccs 104 
Wt, WElter Bhs sciscisees 6 
i ee Se Seer 80 
Wolk MEP. OTD. 6.0 <ccs cee 31 
Wolverine Brass Works... 5 
Wood Mfg. Co., John...... 99 
Wuesthoff Co., M. W...... 73 


“X” Laboratories..Back Cover 


——— LO a OOOOOOOuwscuauweeaeeaeeeererser eel TT RR, 


—~_—=<“_-_‘@[-'[/»’/’v_erePre—ena—eaaerreerereeeeeeelOOTTCOTCOTOTOOTOEOTEOTEOTEO Oe eR RR RRR RK 











May 22, 1926 DOMESTIC ENGINEERING 5 


WOLVERINE 





A 


a ee 


mi 
* 
\ 
S\\" 
‘“< * 
. 4 


iltipe 





No. 660W- 14" 


No. 660-16” 
No. 661W-34" 


No. 661-34" 
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No. 661 LK-34" 


| No. 662-14" 
No. 663-34" 








Wolverine Compression Sill Cocks 


VER and above everything you may have or 
own the good will of customers well served . 
is the biggest asset. 


Brass Goods might appear alike to a casual 
observer but their wearing qualitiy is what counts. 


For Brass Goods outside the house, you will 
need sturdy goods of dependable construction such 
as in the above fittings. 





Excellence of material and workmanship—full 
and free waterway—perfect seating qualities and 
enduring service. 


| Buy direct from the manufacturer and secure 
| Guaranteed Protection. 


| 
| We Sell the Retail Plumbing Trade Exclusively. 
| 
| 


WOLVERINE BRASS haenpmameied | 


ecture 


GRAND “2A D1 Ds . MICHIGAN 
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WALTER H. WILD 


\ Distributor 
1212 LAND TITLE BUILDING 


Rae 
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a sure cure for that sick heating job | 


Oil, sand, grease, scale, rust, and other impur- 


ities and dirt yield at once to BOILER- 
KLEEN. Won't harm boiler metal at all. 


When the boiler’s sluggish and the radiators 
won't heat---that’s the time for BOILER- 
KLEEN. | 


Easily and quickly applied. Saves time and labor. 


Packed in 5-pound containers. Buy from your 


jobber. 


JOBBERS: Write today for our 
proposition. It will interest you. 


WALTER H. WILD, Distributor 


1212 Land Title Bldg. Philadelphia, Pa. 
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G-E Motorized Power 
for pumping is more 
than a motor—it is a 
practicaland economi- 
cal application of elec- 
tric power. “Built-in” 
orconnected to pumps 
it provides lasting as- 
surance that you have 
purchased the best. 


Specify G-E Type RSA 
motors. The pump 
manufacturers will co- 
operate with G-E en- 
gineers in taking care 
of your needs. 
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AW By refinement in design 


—which eliminated 
complicated mecha- 
nismandcumbersome 


| appearance, then im- 


roved all essential 
actors~G-E engi- 
neers have produced 
the outstanding 
pump motor for your 
every need. Here is 


the RSA. 


Type RSA Single 


| Phase repulsion in- 


ction motor—sizes 


du 
Y%,¥6,%4, Vs, 42,54, Lh.p. 











ump is Justas Good as its Motor 


When you have installed a pump and go away and 
leave it, your customer will get just as much satisfac- 
tory service as the motor will give. It does not pay to 
put in a good pump, a bang-up plumbing job, and a 
questionable motor. 


The day in and day out service depends upon the motor. 
The G-E Type RSA motor is built to run the pump un- 
failingly, and it has reserve power to do that—and more. 


The research, refinement and improvement of thirty 
years is back of G-E Motorized Power fitted to pump- 
ing needs. And the nation-wide G-E service will see to 
it that you and your customer get that which you have 
every right to expect—a motor which gives all 
that the pump is rated to deliver. 


MOTORIZED POWER 
efor Pumping 


GENERAL ELECTRIC 
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FRACTIONAL HORSE POWER MOTOR SALES DEPARTMENT, FORT WAYNE, INDIANA 






















SMOKELESS BOILERS 


TEMPERATURE—MIXTURE—TIME! Two 
combustion chambers in which the gases are 
raised to a high temperature, mixed with air 
in the proper proportion, and held until they 
are consumed, prevent these smoky gases 
from going up the chimney, and help develop 


every possible pound of steam from every 


pound of coal. 

That’s why it is smokeless—and one reason 
why it is “Economy.” 

Among the 20 additional features of the 
International Economy Smokeless Boiler are 


these: 


No header required—yet it gives dry 
steam, 


DOMESTIC ENGINEERING 








ert Detroit 
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Accurate air control—saving fuel, 
Sufficient coal capacity—to develop full 
capacity for long periods and allow for 
rekindling, 


No soot pockets—flues easily cleaned 
from front, 


Very conservatively rated, 
Backed by 85 years of heater experience. 


Dealers and heating engineers are invited 

to send for catalog 1751-D which gives 

detailed specifications on International 
Economy Smokeless Boilers. 


INTERNATIONAL HEATER CO. 


Cleveland Utica, N. Y. Chicago 
New York City Nashua, N. H: 


Makers of Boilers and Warm Air Furnaces 


Church of the Covenant, Cleveland. Heated by 
two 120-47 Economy Smokeless Boilers. Roemer 
Heating Co., Heating Contractors; R. H. P. 
Hamilton, Architect; Ernest Szckeley, Consulting 
Engineer, 


May 22, 1926 

















May 22, 1926 





DOMESTIC ENGINEERING 





wy) ANTHRACITE 
1 COAL COSTS 


DOMESTIC EXPORT 


1917 — 1925 











What the high cost of fuel is 







UEL costs have more than doubled 
in the past few years. 

Customers who used to buy a heat- 
ing plant to keep the temperature up 
are now asking for one to keep the coal 
bill down. 

Economy has become an important 
word. The man who used to think he 
was saving money by cut- 
ting pipe insulation off 
the estimate is now sav- 
ing money by putting 
it on. 

Every few weeks about 
3,000,000 readers of The 
Saturday Evening Post get 
a full page of reasons why 


Look for the Red Band 





doing to the heating business 


Manville Improvéd Asbestocel on their 
heating pipes. For we believe that the 
best way to help the heating man sell 
Improved Asbestocel is to tell his pro- 
spective customers about it. 

This advertising is saving time and 
increasing profits for thousands of Asbes- 
tocel dealers. It gives them a nationally 
known trade-marked ar- 
ticle to sell. It saves 
lengthy explanations. It 
means quicker sales with 
a greater real profit. It 
makes insulation a profit- 
able specialty instead of 
just an ordinary staple. 

JOHNS-MANVILLE Ine. 


Improved Asbestocel, a better in- 292 Madison Ave., at 41st St.. New York 
sulation with the most complete sales 


Branches in all large cities 


they should have Johns- backing an insulation ever had. ; For Canada 
¢ . . Canadian Johns-Manville Co., Ltd., Toronto 
JOHNS-MANVILLE 





Improved 


sbestocel 


SAVES COAL 
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ORN of 25 years of engineering skill, dependable quality and uninterrupted service. 
Years after installation FROST QUALITY is reflected in performance and beauty. 
Our reputation of today is the result of many years of “Keeping faith.” 
Specify FROST Equipment if You Demand the Best 
THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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Every job lost is not only a profit lost, but the time you spend in 
figuring the job and talking to your prospect, is valuable. Are you 
figuring jobs and then losing them right in your own community? 


Hundreds of dealers are losing jobs because they are trying to sell 
many of their prospects a more expensive hot water supply system than 
he or she can afford to buy. And the result is that the home-owner 
purchases a less expensive system—one that is within his means. 


You can sell your customers and prospects a hot water supply 
system that they can afford, and it will supply them with hot water 
and plenty of it, day and night, the year around—on less than a bucket 
of coal a day. And your profits will be greater than if you had sold 
them a more expensive system. Tell your prospects about 








The Novelty is equipped with a combustion ring, or brick-lining 
in the firepot, which enables the user to carry a fire from 12 to 15 hours 
without attention. 


And you will be interested to know that this heater is guaranteed 
to 125 pound working pressure, which makes it seldom necessary to 
install a relief valve or pressure reducing valve on the job. 


There is a size in the Novelty line to meet every need—and it is 
easy to sell because anyone can afford the price of the Novelty. It 
operates for one-fourth the cost of a gas water heater. (This statement 
is unprejudiced. We make and sell both kinds.) 


To help you sell them, we will furnish you with booklets and 
blotters imprinted with your name, address, and phone number, free of 
charge, to distribute to your prospects. Also, we will send you news- 
paper cuts, and motion picture slides, if you desire them. If you wish 
to run advertisements in your local papers, we will be glad to write them 
for you. All of these items are proven result-getters. Put them to 
work for yourself. Then, clinch the order with the low price the Novelty 
allows you to offer. 


Prices, quantity discounts, and complete information are yours for 
the asking. Address Department D-5 at the nearest office, or send the 
coupon today. 


1347 ABRAM COX COMPANY $1926 


Formerly Abram Cox Stove Company 


PHILADELPHIA NEW YORK CHICAGO 

American & Dauphin Sts. 51 E. 42nd St. 736 W. Monroe St. 
Cor. Vanderbilt Ave. 

For 79 years makers of Novelty Hot-Water, Steam and Vapor Boilers, 

Coal Tank Heaters, Warm Air Pipe and Pipeless Furnaces, Coal and 

Combination Ranges and Fortune Gas Ranges and Gas Water Heaters. 





No. 10A 


TANK HEATER 
$12.50 


PLAIN WATER SECTION 


$14.50 


NON-RUST WATER SECTION 
To the Trade 


40 gallons capacity. Only a bucket 
of coal a day. Brick-lined fire-pot 
prevents heat loss and holds a fire 
from 12 to 15 hours. 


Can be bought from the nearest 
office or your jobber. There is a 
proper size Novelty for every need. 


Abram Cox Company, 
DEPT. D5 ° 
Phila., New York 

and Chicago 

(nearest office) 
Gentlemen: 

Please send me prices, quantity 
discounts, and full details about your 
dealer-helps to help me seli Novelty 
Hevy-Dutee Coal Tank Heaters. 


Name 
Street 


City... 

























Water Line Boilers 


O get a job in a bank a boiler must be an economical 

boiler. A No. 39-S Continental Low Water Line Boiler 
was chosen for the State Bank at Coney Island. Here are 
some of its economies: 


Low 43-inch and 47-inch water lines make it economical to 
install in shallow basements. 


Ample space between water line and low point of main 
eliminates water-line troubles. 


Side feed and easy firing make them easy on fuel. 
They burn any kind of fuel—well adapted for oil burning. 


Continental Boilers and Radiators are built for better 
heating. Heating engineers, contractors, and jobbers every- 
where are finding them profitable to handle. 


(ntinental Heater (@rporation 


Home Office and Factory 


Dunkirk. N. Y, U.S.A. 


New York Office: Room 705, 7 E. 42nd St. 
Phone: Murray Hill 9847 
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The State Bank 
Coney Island,N.Y 
Heating Contractor 

J.C. Newton 

One No. 39-S Continen- 

tal Low Water Line 












30 Series Boilers — 43-inch 
Water Line, 1200 to 8200 
sq. ft. steam capacity. 
40 Series Boilers — 47-inch 
Water Line, 2500 to 22,300 
sq. ft. steam capacity. 
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MANUFACTURERS OF HIGH GRAOE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


Ca1GrGp Iin.., 
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TO THE PLUMBERS AND STEAMFITTERS OF THE U. S. A. 





FELLOW DEFENDANTS: HARRY G. NYE 


The other day I picked up a little book, about this wide, and about that long, that 
had more trouble packed into it than a case of nitro-, a bottle of moonshine, a 
bobbed—haired flapper, and a Missouri mule, singly or rolled into one. It was a 
book of pointers about the law. 


Generally they say that the less a man knows about the law the better off he is. 
If that was true, then a man who didn’t know that a live wire was live would be 
better off than a man who did, and perhaps they are right, at that, for he would 
soon be in a better world. 


Personally, I think it is just as well, however, for folks to know that carbolic 
acid is not a soda fountain drink, and that the other partners can be held re— 
sponsible for the acts of one, et cetera, and whereas. A little learning is a 
dangerous thing, that is, too little learning. 


It won’t hurt any man to know that principals are responsible for the acts of their 
agents, because a principal might have an agent who didn’t have any principle. And 
ignorance of the law is no excuse. If it was, a lot of lawyers would have a much 
needed alibi. 


If you endorse a note with another man, and some men are just that foolish, you 
aren’t splitting the responsibility, because you can each be held for the whole 
amount. A note made on Sunday is no good, and also some notes made on Wednesday, 
Tuesday, Thursday, Saturday, Friday, and Monday. 


A note secured by deception or signed while soused is not collectible, and in most 
states a minor’s note is no good. In fact a minor note has spoiled the harmony of 
many a day’s business. These are just a few of the things that a man who makes a 
note ought to make a note of. 


It won’t hurt a man to know a little about the law, unless he gets the idea that he 
knows a lot about it. We would all be happier all around if the plumber would 
consult a lawyer when there is a leak in his business, and the lawyer consult a 
plumber when there is a leak in his basement. 


But, if a plumber knows before he gets to the lawyer’s office that an agreement 
that doesn’t state a consideration is void, it may save him money, just the same as 
it won’t hurt a lawyer to know that you can’t cut a pipe with anything but a Nye 
Die and expect to make a very good job of it. 


In other words, I’d rather have a little law in my head than to get my foot into it. 


NYE RATCHET REAMER 








Yours, legally or otherwise, 


A high class three blade reamer. I 
The blades which are firmly im- : 
bedded in body to prevent mis- 


alignment, are made of the high- 
est grade alloy steel obtainable. 
Will ream from 4” to 3” pipe, 
which makes this tool take the 









— of any two reamers on the This letter copyrighted 1926, 
, ie $6.00 The tools you swear BY and never AT. by Harry G. Nye 











14 DOMESTIC ENGINEERING May 22, 1926 


j ay~ boss, have ya heard about the new Red-F-Hall >" 


{ 














| "Ya! Tin locking | 
| for the dope anyday: 
|| a Red Letter day 
_ in pipethreading !" 


Watch the June 12 issue of 
Domestic Engineering for 
important announcement 
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@alween Ourdselred. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


N THE COVER THIS WEEK WE SHOW A 
native of Burma, in India, working a crude oil 
well. There are, of course, official grants to oil 
companies to work the oil lands, but the government 
allows the natives to work the strips between the official 
grants. Having no boring equipment, the natives allow 
themselves to be lowered hundreds of feet into the earth. 
It’s rather interesting to wonder what happens when they 
strike a “gusher.”” Perhaps they haul the native up and 
wring the oil out of him so as not to waste any. 


W EK CHOSE THIS COVER ILLUSTRATION 
to accompany the article entitled “The Successful 
(il Burner.” As the writer of the article says, the ques- 
tion heard most frequently is one concerning the success 
of this or that oil burner. Just what is meant by that 
word “success” in connection with an oil burner?  Ob- 
viously if a boiler is built especially for an oil burner 
there ought to be no question of efficiency. But by far 
the larger number of oil burner installations will have to 
he adapted to coal burning boilers. In these cases, what 
is to be taken as the standard of “success?” This article 
lays down the general considerations to be kept in mind 
in judging the oil burner. It alsg goes into the question 
of tests and gives an exhaustive list of the conditions 
with which a test should be surrounded so that the con- 
clusions formed may be trustworthy. It’s just another 
contribution to that series of articles which ‘Domestic 


engineering” has been adding to oil burner knowledge. 
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~ posed of scattered units. 


- eseigerenee st OUR INDUSTRY IS ONE COM- 
Our retail outlets are in- 
dependent units. In many cases our manufacturing and 


wholesaling interests are independent of each other. We 


are not, in this respect, situated as some lines of business” 


are, where manufacturing and distributing channels are 
within one organization, and a problem solved for one is 
solved for all in that organization. It 1s a good sign that, 
in spite of this looseness of organization in our in- 
dustry, such research work for the good of all is taken 
up as is to go on at the University of Illinois. The ar- 
ticle “Research to Eliminate Guesswork” gives the de- 
tails of the research which will be carried on at this 
great state institution in order that there may be built 
up a body of scientific data available for use by the whole 


industry. 


i ipo PLUMBING PROBLEM IN THIS WEER’S 
issue introduces a new element. Combined with the 
neorrect drawing problem you have the floor plans for a 


building of four floors. After studying the plans the 


members of the Class—and others who want to sit in 


are to work out a correct elevation. Here’s a chance to 
match your wits against the Schoolmaster’s. He’s only 
too ready to commend the members of the Class who can 
solve the knotty problems he proposes. Notice how prac 
tical these problems are. The Schoolmaster is no theorist 
He knows the plumbing game inside out. He knows 
the problems you are facing every day and all of his 
problems are aimed at developing such a ready and 
complete source of information that there will be no 
class 


situation that can “stump” the members of the 


\ROLINA AND 
“Hal, Hail the 


Gang’s All Here!” and talking over their problems. We 


NORTH ¢ 


have been 


ASHINGTON, 
Connecticut singing 
haven't reproduced the singing, but we have reproduced 
the discussions and some interesting pictures in this issue 
\lso there’s some more information about Louisville, 
the city of the national convention, with scenes from the 
famous Derby city and an illustration of one of the 
river boats, similar to the one on which the master plumb 


ers will be entertained. 


Bode CONVENTION SEASON IS RAPIDLY 


drawing to its close. A few more meetings of 
state associations and we will have the big family gath 
The convention 1s a characteristi 


folks for 
The peoples of 


ering at Louisville 


\merican institution. We are great getting 
together to talk over our difficulties 
the Old World don’t seem to have that faculty 


eral Pilsudski, who has just run a revolution in Poland 


(,en- 
and Mussolini, who is dictator of Italy-—-can you imagine 
either of those types in America? We have no time here 
for the man who will not talk things over in a friendly 
spirit. The tremendous progress made in our country, 
in spite of the fact that competition im every line 1s 
most keen, has been because we have this ability to make 


“friendly enemies,” to meet competitors on a reasonable 
basis, to bury the hatchet long enough to solve the 
problems common to all of us. Louisville this year, 
Portland last year—all the cities in which national con- 


ventions have been held—have stood for the friendli- 
ness in industry which has done so much to help business 
men meet the needs of their communities at a fair profit 


You can’t afford to miss the meeting 


our Zoli 


to themselves. 
at Louisville. 
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“TOLEDO” 3-WAY TOOLS 
ARE REMARKABLE VALUES AT NEW LOW PRICES 


‘“‘TOLEDO” 3-way threading tools are the most perfect 
tools of this character on the market. The lightest, 
most compact, and easiest to operate, they meet every 
need of the most discriminating user. 


The No. 30 threads 34-inch, 44-inch and 34-inch pipe, 
and weighs but 4% Ibs. Its NET PRICE is now only 
$8.25 (West of Rockies, $9.00) f. o. b. Toledo. 


The No. 31 threads 44-inch, %-inch and 1-inch pipe, 
and weighs but 7 Ibs. Its NET PRICE is now only 
BUY BY COMPARISON $9.00 (West of Rockies, $9.90) f. o. b. Toledo. 


You will find these two tools the most desirable 3-way 
AND YOU'LL BUY A  ioneti tools on the market. Your jobber can sup- 
Ply you. 


t 99 
TO DO If you have not yet received a copy of the new ‘“‘TO- 
cena T azure LEDO”’ catalog ‘‘H’’ send for one today. 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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7] And now within a few weeks, 
Fag eh and national conventions of heating 
‘4 eginning 


men, of plumbing men and of 
supply men will sum up the industry’s activities of the 
past year and make plans for the coming year. These 
annual conventions crystallize the problems of the entire 
industry. At them action is taken in a national way on 
the various resolutions passed at state and local meet- 
ings. They draw representative men from all over the 
country. They bring together the best brains in our 
business and become the center of constructive thought. 
While they wind up what might be called the fiscal year 
of each of the branches of the industry, they might well 
take the name given to universities’ graduation cere- 
monies. These are called commencement exercises, 
representing, as they do, the beginning of the graduate’s 
business life rather than the end of his academic career. 
And, similarly, national conventions are more important 
as commencement exercises, representing a get-ready for 
the coming year’s activities, than as the termination of a 
year, although, naturally, the experiences of the past year 
are what pave the way in the coming year. 

On June 1, 2, 3 and 4, the heating men of the country 
will meet in Washington, D.C. At that time, the Heating 
and Piping Contractors National Association will hold its 
37th annual convention. On the program are such im- 
portant subjects as certified heating, standardization and 
boiler output. Ample time is allowed at the various 
sessions for discussion of any problem brought on the 
What is done there, what is said there will affect 
the heating industry and every one in it. It is going to 
be an important meeting, a pleasant meeting and one 
which should be well attended. 

At the same time as the heating men are meeting, job- 
bers and manufacturers will be attending the annual 
convention of the National Pipe and Supplies Association 
in White Sulphur Springs, West Virginia. Merchandis- 
ing problems will, no doubt, feature the discussions of 
this group of men. Their deliberations will be of the 
utmost importance, also, bearing, as they will, on distribu- 
tion problems which are now affecting the master plumber 
and heating contractor. 

Less than three weeks later, on June 22, 23 and 24, 
master plumbers will be at the 44th annual convention of 


floor. 
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the National Association of Master Plumbers. Enough 
has been said about arrangements for this meeting to let 
it go this time with the advice to be present. It will more 
than repay everyone who journeys to Louisville, where 
the meeting will be held. 

While each of these three national conventions is repre- 
sentative of an individual branch of the industry, each 
has a common purpose—to improve business and busi- 
ness men. And because each branch is so closely 
connected with the other, it can be said that, in June, 
the plumbing and heating industry as a whole is having 


its annual convention. 


Ne er An old-timer in the business said, the 
re ve other day, “I have been at the plumbing 
Too Old and heating game for 30-odd years, and 
when I reach the point where I feel that there is nothing 
more for me to learn I’m going to quit.” An attitude like 
that is the right attitude. This business of plumbing and 
heating is changing every day. In some respects, what 
we learn today is obsolete tomorrow. It is a changing 
world and plumbing and heating change with it. Those 
who are part of plumbing and heating will have to change 
with it or be left far behind. Those who overlook the 
necessity for keeping abreast of progress and develop- 
ments can not very well hope to end a business career 
with much success. 


3y now most of the trade golf associa- 
18 Holes tions have had their initial tournaments 

of the season. In various sections of the 
country, men connected with the plumbing and heating 
business, as manufacturers, jobbers, representatives or 
contractors, have had the experience that their business 
troubles are as nothing in comparison to the troubles en- 
countered in 18 holes of golf. But, just as in business, 
it is those very troubles which establish a point of con- 
tact, a feeling of good fellowship, and which lead to 
discussions and advice that may or may not cut down the 
score next time. No group of men can spend a day, 
trying to do the same thing, without knowing each other 
and liking each other better at the end of the day. That 
is why golf has its place in the plumbing and heating 
business. 
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OF 
HEATING BOILER DURING MILD DAy 
FIRE IN GOOD CONDITION AND SYSTEM WARM AT START 
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The Successful 


¢4 HAT’S the use of oil burners?’’ was the question 
put by Carl H. Flink at the annual convention 
of oil burner manufacturers, which was held in 


= 


Detroit, April 6, 7 and 8. ‘‘What do you think of the 
—_————-— oil burner?” is a common question, so com- 
mon in fact that it was due for some comment and analysis 
in Mr. Flink’s opinion. In other words, is the so and so 
oil burner ‘“‘successful’”’ from the point of view of the user? 
So it becomes necessary to formulate some definition of 
the word “‘successful’’ as applied to oil burners. 

“It is reasonable,”’ said Mr. Flink, “to say that the oil 
burner is successful if it does the work it is intended to 
do.’”’ There are certain requirements which all burners 
must meet, while certain other features may be considered 
optional with the maker. Mr. Flink’s address was con- 
cerned mainly with the things which are expected of all 
oil burners installed in heating boilers. In other words, 
what these burners are supposed to do. 

Undoubtedly the present greatest utility for the oil 
burner lies in the application to the coal boiler or furnace. 
Special oil burning boilers will be built by large manufac- 
turers, when the tonnage that can be sold is of proper 
proportions to warrant it and when manufacturers demand 

*Extracts from address of Carl H, Flink at 1926 convention 
of American Oil Burner Association. 
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il Burner 


it. To warrant this tonnage the public must be sold on 
the idea that oil will continue to be reasonable in price 
and adequate in quantity, Mr. Flink explained. He con 
tinued: 

“A boiler designed only for oil would yield the best 
efficiency and would be the ideal thing for the oil manu 
facturer and house owner alike, but the practical con 
siderations which enter into the problem seem to warrant 
the statement that any burner that is to be sold in large 
quantity must be able to operate successfully in the coal 
burning boiler. The results obtained by a large number 
of burners on the market today indicate the entire possi 
bility of obtaining successful operation of the oil burner 
in the coal boiler.”’ 

It was explained that to work successfully in coal 
boilers it is necessary to know what a coal boiler is ex 
pected to do, especially in regard to output, and to be able 
to provide a burner that does supply an output equal to 
that obtained when burning coal. Some understanding 
of boiler loads under installation conditions is necessary 
for intelligent selection of the size and in making the 
adjustment of the oil burner. 

“In the selection of coal boilers,’’ Mr. Flink said, ‘‘it 
has been the custom for a great many years to figure the 


equivalent direct radiation load and then to select a boiler 
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with a rating 70 to 100 or even 125 per cent above this 
The 
the boiler rating exceeded the equivalent direct radiation 
load has been called the ‘safety factor,’ quite erroneously 
leading the purchaser frequently to the conclusion that it 
was a factor applied because the boiler was not able to 
deliver the manufacturer’s rating. In the past when boil- 
ers have still conservatively rated than at 
present, many a boiler has operated for considerable 
periods of time in excess of 225 per cent of rating and 
received no special credit therefor. The use of the term 
‘safety factor’ leads one to believe that it is necessary to 
install a 2,000 sq. ft. boiler in order to get 1,000 sq. ft. 
output. A knowledge of what coal boilers actually do on 
the job has an important bearing on the selection of the 
proper oil burner equipment and therefore, the subject of 
boiler loads will be considered somewhat in detail. 


equivalent direct radiation load. amount by which 


been more 


BOILER LOADS 
mi HE MAXIMUM load or heat demand on a boiler 
consists of the sum of the five items enumerated 
below: 
1.—Equivalent Direct Radiation Load.—This is found 
by computing the entire heat output from the radia- 
tors when everything is warmed up, dividing this heat 
output in B.t.u. by 240, and calling the result the 
equivalent direct radiation load. 
2.—The Heat Loss from Piping.—This is the heat out- 
put of the piping after the system is full of steam. 
3.—The Heat Required to Raise the Temperature of the 
Iron in the Radiators and Piping to the Steam Tem- 
perature— 


ENGINEERING May 22, 19.6 
the sum of all of the above items may be called the instar - 
taneous maximum demand or load. 

A boiler with a possible maximum output equal to items 

1 and 2 above would perform successfully and carry the 
load if the piping, radiators and rooms were never allowe | 
to cool down and if the weather conditions never required 
an output greater than this operating maximum. 
4 and 5 are very real parts of the boiler in- 
stantaneous demand because systems are stopped or 
started in extreme weather conditions at times. Some 
times the system is just finished at the coldest period of 
the year and the instantaneous maximum load will there- 
fore be applied as soon as the boiler is put in operation. 
Time of warming up the system determines the magnitude 
of the load due to items 3, 4 and 5 as the more rapidly 
it is necessary to warm up the system, the greater becomes 
the rate of heat output demanded of the boiler. 

From observation of coal boilers in operation it is 
easily seen that the last three items are about equal to 
the first two. This is the same as saying the boilers in- 
stalled are called upon to deliver 2x (items 142) or 
2125 per cent of the equivalent direct radiation load or 
250 per cent of the equivalent direct radiation load. The 
demand upon the boiler will therefore. be equivalent to 
250 per cent of the attached radiator load under extreme 
conditions. 

If the boiler selected for the job is 100 per cent larger 
in rating than the equivalent direct radiation load, the 
boiler will still be called upon to deliver at least 125 per 
cent of rating. The appearance of fires in boiler at various 
rates enables one to judge outputs for boilers with which 
one is familiar and 
it has been the writ- 


Items 3, 











This iron is at 
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perature whea | CONSIDER THE QUESTIONS IN DETERMINING THE | ‘oto tree it tc auit, 
the boiler be SUCCESS OF AN OIL BURNER usual to find coal 
0 — - i. Will the burner develop catalog rating of the boiler? pi sng 
t—Mfhe Heat Re- 2. What is the best efficiency the burner can develop? 100 die Galak aleve 
quised to Rakes 3. Is the burner efficient at all rates at which it operates? the equivalent di 
the Water in 4. What kind of oil will the burner handle? Is the rect radiation load) 
the System to efficiency equally good with all fuels burnable? operating at least 
Steam Temper- 5. Were adjustments easy to make? Is the method of 125 per cont of rat 
weg Howry making the adjustment easily understood or can it i ag hoa 
ste te we be made only by an expert who knows the particular incite Sines ant 
systems except burner intimately? ' that is necessary to 
when the boi- 6. What is necessary in order to adapt the burner to insure an output 
ler is cooled various boilers to which it is suited? Is the require- equal to 125° per 
to room tem- ment for change a radical change in construction or om « manemc 
i tel —_ is it only an adjustment? aa Sree OnE 
Guest to Com 7. What is the appearance of the flame for best combus- pe Rag cori 
pensate for the tion obtainable? The prevention of carbon forma- clean fuel bed, to 
Increased Heat tion may require a somewhat less efficient combustion have the prescribed 
Output of the than best results as shown by analysis of the flue gas. chimney, and to 
eee. ne 8. Is secondary air under control of the burner or is it open ail Campers. 
es largely accidental? What are the effects of leaks in —— _ of 
ceili is De the setting which might develop on the job, upon seagstosgeo yt 
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10. What are the safeguards against trouble? on the part of som: 
Seaeiiednaa 11. What is the noise of the burner relative to some folks to believe tha! 
‘ MEWS 4 standard? boilers will not de 
i . “id P = 12. If carbon should form on the job will it deposit in an city -oggae 
above may be called easily cleaned place or in a place difficult to see and nay be esssiectio 
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Beauty Spots 


Insert: Only 
Inland U. 8. 
Coast Guard 
Station in 
the Country 


A park 
scene in 
Louisville 


OUISVILLE, the convention city for the forty-fourth 
| Ree meeting (June 22-24) of the National Asso- 

ciation of Master Plumbers, is a city of distinct in- 
dividuality, and one which is rapidly beginning to assume 
importance as a center of modern enterprise and indus- 
trial development. 

Louisville is located at the falls of the Ohio River, ex- 
tending along an eight mile crescent of that stream. The 
river scenery will be at its best in June when the master 
plumbers of the country convene, and the boat ride plan- 
ned for the delegates will be an opportunity few can afford 
to miss. The broad expanse of water is lined with verdant 
foliage, among which formerly roved Indians of many 
different tribes which used Kentucky as a hunting ground. 

The parks of Louisville are known throughout the coun- 
try as being of unusual beauty and distinction. The 
system is built around four principal preserves, the largest, 
Iroquois Park, being in the southern end of the city. 
This park is kept in its wild natural beauty, and miles of 
boulevards wind through its wooded hills and valleys. 
One of its principal attractions is ‘Lookout Point,’’ the 
highest point for miles around, and from which a bird’s 
eye view of the city can be had. 

Cherokee Park, the second largest park, is in the eastern 
part of the city in the district known as the Highlands. 


of Louisville 


Industries and Scenery 
Make Loutsville Attrac- 
tive Convention City 





It is a beautifully kept plot of ground, with roads extend 


ing for miles among ever-changing scenes. A number ¢ 
beautiful homes are built in and surrounding this park 
Shawnee Park, in the western part of the city, borders 
on the Ohio. Central Park, is a shady retreat only a few 
blocks distant from the business center of the city. An 


(Continued on Page 36) 





This is the type of boat on which the delegates will be enter- 
tained 
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The class_will now study a new 


tions and send us your solution. 





—PLUMBING PROBLEM— 


Study and copy layout on opposite page; draw in proper connec- 


master and discussed by him in an article appearing a few weeks later. 


It will be analyzed by the School- 








ERE is a problem that is full of value and is sure 
HH to interest those who are trying to get out of these 
drawing problems the good that is in them. 
hit different from other problems that we 
have given out. It combines the incorrect drawing prob- 

lem with valuable practice in the reading of plans. 

The plumbing elevation which is shown, is for a build- 
and basement, the plans of which are 
Please bear in mind that these 
plans are not any and are not in any 
respect finished plans, they simply show the plumbing lay- 


It is quite a 


ing of four storie 


also shown herewith 


drawn to seale, 
out. 

The elevation is supposed to show correctly the plumb- 
ing connections and piping for this job, but does it? It 
certainly does not, for there are mistakes and confusions 
galore in it It is your job to take the skeleton drawing, 
which shows the proper location of the fixtures, and from 
a study of the plans, work out a correct elevation 

In most of our has been O. K. to connect 
a fixture into almost any stack that happened to be nearby, 
for the that there were no floor plans to guide 
you in making correct connections. It is largely for this 
reason that in some of the problems there has been such 


problems it 


reason 


a great difference in the work shown In one case we 
recall problem that brought sixty-five corrected lay 
outs, and no two of the drawings were anywhere near 
alike 

It is a different situation in this problem, however. For 


take the stack furthest to the left in the elevation. 
According to the floor 
4 are served by this stack, 


instance, 
This is supposed to be stack A 


plans, fixtures on floors 2 and 


with nothine entering the stack on the first and third 
floors The elevation shows two fixtures entering this 
stack on the third floor, which should enter stack B. This 


is a serious mistake, and in your corrected elevation the 


error is to be rectified You will note that in the ele 
vation, stack A runs up between the first and second 
water closet, whereas the second and fourth floor plans 








show the stack located beyond the first water closet. You 
are to straighten this situation out in your elevation. 

In the elevation which we show, stack A does not run 
down to the cellar bottom, but the cellar plan shows tha! 
it is supposed to do this. 

In this same way, you will find many other errors that 
will need correcting. In our opinion, this problem is one 
of the most in- 
teresting we have { 
ever handed out, 
and we believe 
that those who 
tackle it will get 
out of it a lot of 
pleasure and sat- 
isfaction, as well 
as good training. 


h-« 


Don’t try to 
swallow the en- 
tire problem at 
one gulp. In 
other words, take 
a single stack, 
stack A if you 
like, and work 
that out before ~ 
you take up the 
next stack. When 
you have run all 
the stacks, then 
run your house 
drain. You will 
always find that 
will pick 
a problem of this 
kind apart, a 
little at a time, 
there will be no 
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Basement Plan 
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onfusion in the work and you will see how well it will 
infold. 

A letter from a plumbing instructor of Paterson, N. J., 


vho conducted classes for master plumbers as well as for 


ENGINEERING 


23 


have no greater assistance in my work than the Drawing 
Problems of ‘Domestic Engineering.’ ”’ 

The majority of plumbing students in masters, journey 
men and apprentice plumbing classes of the United States 












































































































































ourneymen and apprentices, says: “I can assure you I use the ‘‘Domestic Engineering’? plumbing problems. 
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Top row, left to right: Chas. Fullman of Portiand, Ore., and Mrs. and Mr. Bart D. Coffey, National Director, of Portland.— 

Bottom row: W. J. Ashwell of Seattle, retiring State president; R. M. Westover of Everett, State treasurer; C. G. Tegenfeldt 

of Bellingham; L. L. Lent of Bremerton, Wash., a member of the State legislature; J. N. Belanger and James Canny, secre- 
tary and president, respectively, of Seattle Association, and W. M. Lucas of Spokane 


Washington Zoning Plan Successtul 


Membership increased to three times that of a year ago; 
Roy E. Thompson of Tacoma selected to head association 


about fifty to one hundred and fifty, the Wash- that the state association went on record as favoring a 
ington Master Plumbers’ Association has just permanent office at its last convention, and that the mem- 
held an unusually successful meeting. The convention bers were not sufficiently informed as to any changes in 
was the thirty-first annual convention and was held at conditions to be able to make a decision again either for 
Longview, called the newest, handsomest and most mod-_ or against such a plan at present. The Washington con- 
ern city in the state of Washington. The convention was vention passed the resolution on ‘‘Making a Wholesaler a 
held Friday and Saturday, May 7 and 8 in the Colonial Wholesaler.” The president was empowered by a resolu- 
Building and was well attended by members from all sec- tion to appoint zone directors in the following cities: 
tions of the state. It was presided over by Longview, Chehalis or Centralia, Tacoma or 
| Olympia, Seattle, Everett, Bellingham, Walla 
Walla, Yakima, Spokane; any additional loca- 
tion that demand re- 
quires. By another res 
olution the president 


W ITH its membership increased in the last year from was tabled. In discussing this point, it was brought out 


President W. J. Ashwell of Seattle, in a most 
creditable manner 





OFFICERS ELECTED 


OY E. THOMP 
SON of Tacoma 


was elected presi- 


was empowered to 
issue a bulletin to both 
members and  non- 
members of the asso- 
ciation, keeping them 
informed on _ subjects 
which are of interest 
to the trade. 


dent of the state asso 
ciation for 1926-1927 
J. Frank Scott of 
Kelso was elected vice- 
president, and R. M 
Westover of Everett, 


treasurer. The secre At the convention a 
tary and zone officers year ago, it was de- 
as well as the time cided to divide’ the 
and place for the next 


state convention, are 


state into nine zones 
and this proved a suc 
cessful venture, for it 
was through the efforts 


to be selected by the 
new officers. 


A resolution disap- —— ~ of zone directors that 
Left to right: J. Frank Scott, president of Longview Association; Roy the membership was 
kK. Thompson of Tacoma, newly elected State president, and State Sec- 
aie retary B. M. Richards of Everett, Wash., who has held office for the past 
National association fifteen years hundred per cent in 


proving a central per- 


manent office for the increased nearly three 
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First section of the official photograph of delegates and guests attending the annual convention of the Association of Master 
Plumbers of the State of Washington, at Longview 


Optimism prevailed throughout the con- 
speaker on the well arranged pro- 
gram spoke of the hopeful future of the organization. 
State president W. J. Ashwell of Seattle, who attended 
every one of the zone meetings during the year, gave a 
verbal report of conditions throughout the state and pre- 
dicted a great change in the plumbing and heating busi- 
ness in which the live, wide-awake master plumber will 
come into his own within a very few years. 


the past year. 


vention and every 


PRESIDENT ASHWELL REPORTS 

H* said that it is the master plumbers’ own fault if 

they are not making a profit, for the builder is will- 
ing to pay the plumber a profit, but the master plumber 
himself, in fear of refused to 
profit to his bid. He further stated that the builder wants 
good work, and cited several cases where the builder has 
picked the contractor for the good work he does rather 
than the low bid which was offered on the job. Mr. Ash- 
well advocated building a reputation for service and work- 
manship. 

B. M. Richards of Everett, who has held the position 
of state secretary for more than fifteen years, stated that 
the year just past was the best in the association’s history, 
and reported 150 paid up members and $1,555.49 in the 
treasury, with all bills paid. President W. J. Ashwell ap- 
pointed the following committees; Credentials: J. B. 
Moncur of Everett; T. McHugh of Aberdeen; J. T. Wilson 
of Centralia. Resolutions: H. L. Patten of Spokane; 
W. F. Eckart of Seattle; S. A. Hendrix of Longview. 
Auditing: G. A. Weber of Tacoma; George Morris of 
Elma; F. L. Hahn of Olympia. Sergeant-at-arms: H. 
Richendorfer of Longview. Reading clerk: James Canny 
of Seattle. Press committee: J. F. Scott of Longview. 


competition, has add a 


NATIONAL DIRECTOR COFFEY SPEAKS 
FTER extending greetings from National President 
A Longley, National Director Bart D. Coffey of Port- 
land, Ore., likened the National Association to a great an- 








chor rope, and said that the rope will hold only as long as 
its weakest fiber lasts, and said that the National Associa 
tion is no stronger than the weakest local association. 
He urged the members to lay aside all petty strife and 
He told 


their business papers and keep posted on the association 


build up their local associations. them to read 


and the industry in general. After explaining the activ- 
ities of the various standing committees of the National 
Association, Mr. Coffey urged each man to make a special 
effort to attend the National 
promising them big returns in 
ment for their efforts. 


convention at Louisville 


education and entertain- 
Reports were heard from the various zone directors, and 
Roy E 
his committee has made in formulating a state plumbing 
code. L. L. Lent of 
legislature in a general discussion on a state code advised 
them to get their data together and put it up to the legis 
lature in a clear business-like manner, and assured them 
In this respect he cited the 


vice-presidents. Thompson explained the progress 


Bremerton, a member of the state 


that they would get results. 
sanitary barber laws and health laws, which were obtained 
by the barbers and doctors, and said the plumber could do 
the same, but he added ‘‘The laws must be for the benefit 
of the public.” 

B. Joseph O’Donnell of the National Trade Extension 
Bureau, spoke complimenting the members on the prog- 
told that 
welfare of every 


ress of their association. Mr. O’Donnell them 
the bureau in the 


master plumber in the country, regardless of whether he 


is vitally interested 


is located in the largest city, or smallest outlying town, 
and that it offers its services without cost in the hopes of 
helping master plumbers to make a profit from their busi- 
ness. He said that the master plumber is in a wonderful 
position to know the needs of the public, as he is the only 
man who has access to the houses, from cellar to roof. He 
likened the plumber to the doctor, and said that while the 
doctor knows and understands the circulation system of the 
human body, the master plumber knows and understands 


(Continued on Page 47) 











Second and last section of the official photograph of delegates and guests attending the annual convention of the Association 
of Master Plumbers of the State of Washington, at Longview 








North Carolina Appoints Code Committee 


To work for a state sanitary commission and code based 


on 20 Basic Principles. 


Opposes permanent 


office; hears President Longley 


HE Goldsboro Hotel 
Goldsboro, N. C., wa 
the scene of the. six 
teenth annual convention of 
the North 


tion of 


Associa 
and Heat 
May 10 
important decision 


Carolina 
Plumbing 
ing Contractors, and 
11. Many 
for the betterment of the as 
sociation and the industry in 


general were made. A _ slid 
ing scale for membership 
dues was adopted as well as 


the endorsing of the appoint 


ment by the incoming officers 





oe of a plumbing commission in 
Ed. Harding of Greensboro, the 


state to present a suit 

N. C., president-elect of the . 
North Carolina Master “ble code to the legislature. 
Plumbers’ Association Ed Harding of Greensboro 
was elected to the presidency; 
W. O. Mitcham, Goldsboro, first vice-president; W. J. 


Highsmith, Durham, second vice-president; J. C. Parish, 
Durham, secretary and treasurer. 

President Henry 
having the Rev. W. O 


cation and Mayor Zeno Hollowell welcomed the delegates. 


Hackney of Charlotte opened the ses 


sion by Cone pronounce the invo 


\fter the preliminaries were over the association went 
into the business session with a firm resolve to accom- 
plish much and the next year in North Carolina Associa- 
tion work will see great strides of advancement. Presi 


follows: 
H. §S. 


Hackney’s 
Auditing: S. A 
bemarle; C. W. Bryson, 
Credentials: W. O 
Charlotte; J. C. Parish, Durham. 
Mr. Hackney then toid of the work the association was 
doing in an advertising way. Space is used in eight lead- 
ing papers reaching practically every town and village in 


committees were as 
Tompkins, Charlotte; 
Asheville 

Mitcham, Goldsboro; 


dent 
Ritchie, Al 


Irwin Walker, 


the state, the object being to sell the public and the ar 
He exhibited the type 
of copy being run and stated that this has accomplished 


chitect on the association’s work. 


a great deal. 

At this time Henry E. Longley, president of the National 
Wilbur R. Dosher, secretary, arrived at 
the convention after driving all night. Mr. Longley was 
given a rousing welcome as was Mr. Dosher. Due to the 
fact that Mr. Longley had been covering thousands of 
attending every southern convention and had 
been driving without sleep for practically 36 hours, he 
was excused for the time being from addressing the asso- 
ciation. 

Wilbur R. Dosher was asked to speak to the delegates 
and he responded generously. He told of his travels in 
other states and how the associations function elsewhere. 
He spoke on association work as a whole and urged the 
plumbers to realize that the plumbing business is second 
to none. “Be the dignity of your profession,”’ 


association, and 


miles in 


sold on 


he said, “and take the path that leads forward.” 





PRESIDENT’S REPORT 

RESIDENT HACKNEY then went a little deeper into 
Pine question of advertising. The North Carolina asso- 
ciation has spent a good sum of money in state-wide pub 
urged that the incoming officers carry on 
with the present policies. He urged the plumbers to get 
behind the association for the correction of all evils, as it 
is the buying power that speaks and can accomplish things, 
he stated Mr. Hackney then discussed at length the 
questions of state legislation on plumbing. He felt they 
were in dire need of a real plumbing code regulating the 
plumbing and house drainage in the state. He went on 
to tell of the appalling conditions in the rural districts. 

“We want the legislature of North Carolina to pass an 
uct that if a 
heating or plumbing job,’”’ he said. 
and we can’t do it individually. 
but our association can.”’ 

He recommended that a code drafted along the lines 
of the 20 Basie Principles be presented to the legislature. 
This brought up discussion and each member was urged 
recommendation, which was: That there be 
created a board to be known as The Board of Plumbing 
Commissioners of the State of North Carolina, composed 
of 5 members, of whom one shall be a registered architect; 
one a registered engineer; one a licensed master plumber; 
one a licensed journeyman plumber, and one the plumbing 
All to be residents of the state of North Caro- 


licity and he 


plan he must guarantee the 
“We want laws passed 
Your officers can’t do it, 


man makes a 


to read the 


inspector. 














Top row, left to right: Wilbur R. Dosher of Wilmington, 
N. C., secretary of National Association of Master Plumbers; 
Henry E. Longley of Wilmington, N. C., president of National 
Association of Master Plumbers; C. M. Grantham, city man- 
ager, Goldsboro, and L. P. Paschall of Durham, N. C.—Middle 
row: C. W. Bryson of Asheville, N. C.; J. C. Parish of Durham. 
newly elected secretary and treasurer; Henry B. Gombers of 
New York City, secretary of Heating and Piping Contractors 
National Association, and William G. Bergner, secretary- 
manager of Trade Extension Bureau.—Bottom row: A. L. 
Lancaster, W. M. Wiggins and J. A. Mercer, all of Wilson, N. C. 
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na and to be appointed by the governor as soon as this 
ct is passed. It is also designated in the act the length 
f time each man is to serve. After considerable discus- 
on it was decided that the president appoint a commit- 
ee ot consider the feasibility of adopting this. The 
ollowing committee was appointed: S. A. Tompkins, Char- 
otte; J. J. Breen, Charlotte: A. Webber, Lincolnton. 

This committee later reported favorably and the con 
ention endorsed the appointment of the commission. This 
ommission is to present a code that has been accepted 
ind passed by this association with an amendment that 

member of the state board of health be substituted for 
the state plumbing inspector on the board. 

Wm. G. Bergner, secretary-manager cf the Trade Ex- 
tension Bureau, was given a cordial welcome on his first 
visit to North Carolina and his address was enthusias 
tically received by the delegates. He spoke on the sub 
ect of bids submitted by plumbing and heating contrac 
tors as being a subject out of his regular convention talk 
but felt it was a worthy one. Later on in the proceed 
ings Mr. Bergner outlined the program of the Bureau and 
gave a detailed explanation of the various phases of the 
bureau’s work. On the subject of bids Mr. Bergner felt 
there was a lack of understanding on the part of some 
plumbers in the preparation of estimates. He stated there 
were quite a few important factors to be taken into con 
sideration, one of which he considered most important 
the double check. ‘‘We all make mistakes,” he said, ‘‘and 
just a few minutes’ extra time will probably catch a very 
serious error in addition or in most any way. We cannot 
govern conditions on labor so be very careful on this item.”’ 
He said, ‘“‘Do not gamble on labor. There is too much 
haste in the preparation of the bids and consequently ma- 
terials are slighted and you are not properly reimbursed 
for services rendered which can all be laid to inaccuracy 
in figuring.’”” The speaker then called attention to price 
cutting methods employed by some during the slack period 
to keep their organizations intact. He pronounced this 
as bad practice as it tends to demoralize the whole indus- 
try. Mr. Bergner reviewed the progress of other indus- 
tries in illustrating his point that it is up to the plumbers 
themselves to sell the public at large if advancement is 
to be had. He dwelt on the matter of giving more seri- 
cus thought to selling and merchandising. Mr. Bergner 
ended his address by urging the delegates to be more pro- 
gressive and display their goods to advantage like other 
merchants on the street. 

Henry B. Gombers, secretary of the Heating and 
Piping Contractors National Association, was the prin- 
cipal speaker of Monday afternoon session and the dele- 
gates received his address with interest. Mr. Gombers 
first explained just what his association was, and its 
membership. He felt that many heating contractors are 
not members of their association through ignorance—‘‘not 
in a practical way,’’ stated the speaker, “but ignorance as 
to just what their association is, what it performs as an 
association, what it will do for the members, etc.” He 
then went into a very detailed explanation of the benefits 
‘o be derived from association work and discussed at 
length the work his association does for its members. He 
told of the standardization work they are doing and the 
engineering service rendered. 

Claude M. Grantham, City Manager of Goldsboro, spoke 
on the importance of a state code and as this subject is of 
particular interest to the North Carolina plumbers at this 
time the delegates were enthusiastic listeners. Mr. Grant- 
ham felt that every one present wanted a state code and 
the most important matter now was for some one to tell 
them how to go about getting one. He is in a position 
to see the advantages and cited some of the filthy condi- 
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tions that exist in rural sections all due to the lack of 
proper regulation in the installation of plumbing and 


drainage systems. 


MEMBERSHIP AND ADVERTISING 


HE question of dues was of vital importance at this 
pentane and President Hackney called for a gen 
eral discussion. The dues during the past year were set 
at a flat rate of $200.00 and consequently the membership 
fell off considerably The big question up for decision 
was a solution to remedy the condition and still obtain 
enough money to carry the large educational campaign 

One speaker stated that he hoped that some arrange 
ment can be made to help the smaller plumber who wants 
to belong to the association, but cannot afford to pay the 
present dues, The general discussion that followed indi 











Left to right: W. O. Mitcham of Goldsboro, newly elected 
vice-president; Henry Hackney of Charlotte, N. C., retiring 
president, and Z. G. Hallowell, mayor of Goldsboro 


cated that the association was in need of membership more 
than money at the present and that the association was 
losing the full value of its advertising campaign because 
of this. 

L. P. Paschall, of Durham, told of the pro rata method 
used by his local association, which has worked out very 
satisfactorily. 

S. A. Tompkins felt that membership and advertising 
work together. He believed the real cause for the lack of 
membership was due to the fact the cart was before the 
horse. ‘‘Go for membership first and then do our adver 
tising,’”’ he said. After considerable discussion in which 
practically every man voiced his opinion in favor of going 
after membership, A. Webber, of Lincolnton, made a 
motion that the president appoint a committee of 5 to 
work up a report and submit it to the delegates. Ed 
Harding, UL. P. Paschall, E. B. Grady, W. D. Shannon and 
J. B. Montfort were the men appointed. As chairman of 
this committee Mr. Harding submitted. the committee’s 
report as being in favor of scaling the dues in proportion 
to the amount of business done, scale to call for $5.90 per 
month on every $20,000 worth of business done per year 

After some vigorous discussion on the floor as to the 
methods of paying these dues and whether the scale should 
take effect this year or revert back to last year’s business 
it was finally put to a vote and the delegates accepted the 
recommendation unanimously with an amendment that 
scale be $2.50 per month on each additional $10,000.00 
business between the ranges. It was also decided that 
50% of the dues are to be paid by the members between 
now and June 1 and the balance in the form of a trade 
acceptance. 


HENRY E. LONGLEY’S ADDRESS 


R. LONGLEY started his address by stating he was 
M glad to get back to the home state. His talk was fast 
and strong because he felt he could talk this way to the 
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boys in North Carolina. He discussed several of the prob 
lems of the convention and felt they had handled them like 
real men and was proud of the 
the United States 

He told the 


ver their state 


“premier association” in 


delegates how the Florida association put 
code by 
with telegrams from business men 
“What we 
“Get areal code and then get the business men behind it. 


virtually flooding the legislature 
prompted by the local 
as: ociation need is concerted action,’’ he said. 
Co-operate with the architect and general contractors as 


well as every branch 


of the building industry.” 
work of the National 
delegates of his travels and of the 


In referring to the Association, 
Mr. Longley told the 
given to the work. He then went into the 


workings of the National 


time he had 


Association and outlined the 





Top row, left to right: E. P. 


Grady, Concord, N. C., 


retiring 


secretary and trensurer; Andrew Curtin, Jr., of A. F. Curtin 
Valwe Co., Medford, Mass.; Miss Kate Wade, Goldsboro, and 
C—Bottom 
Mr. and Mrs, “Sy” Martin of Owensboro, Ky., and Frank 
Webb, of Acme Frost Proof Closet Manufacturing Co., Balti- 


more, Md. 


Leon M. Hewitt, Ideal Supply Co., Greensboro, N. 
row! 


various committees He spoke of standardization and 
urged the delegates to give this serious thought as it is 
of great “The art of plumbing is in the 
roughing-in and not in the setting of a fixture. Stand- 
will men if we don’t 
speaker then told of the apprenticeship 

that plumbers do not 
He spoke of the Bureau’s Home Study 
Course and the scholarships at Carnegie Institute for sons 


of master plumbers. He 


importance 
make machines out of 
The 
and felt 
thought to this 


ardization 
watch out.” 
question 


give enough 


urged the plumbers to get their 


sons to compete for the scholarships. He said the Ladies’ 
Auxiliary of the State of Florida is giving a scholarship 
to one boy from that state. 

President Longley then spoke of the Conference Com 
mittee as the grievance committee but felt the local asso- 
ciations can serve much better as they can see conditions 
as they arise locally. He then discussed the question of 
He told the delegates that ‘25% 


business is slipping away 


the wholesalers of our 
to the mail order and wrecking 
retailers We must be re 


houses because we are not 


tailers.”’ 

The convention went on record as endorsing the “Make 
a Wholesaler a Wholesaler” resolution as outlined at the 
last national convention in Portland. A motion was made 
also that the incoming officers write every wholesaler in 
the state asking them to place on their windows a sign, 
“We sell wholesale only.”’ 


The convention also went on record as opposing the per- 
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manent office of the national association and adopted a 
resolution thanking the Goldsboro masters for their hi 
pitality. 
The 
conference committee to 


incoming president was instructed to appoint a 


meet with all outside buildi: 
trades. 

W. H. Peeps, chairman of the Advisory Committee and 
president for three terms of the North Carolina Chapt 
American Institute of Architects, spoke to the delegat: 
on how the architect views the plumbing and heating bus 
ness. He gave an illustration of the working of an arch 
tect with the specification for plumbing and heating. He 
told of the 
wanted to know just 
case of this kind. 

He then outlined he thought 


estimate on plumbing and heating and urged the plumber 


bids on one 
architect 


variations in specific job and 


what an was to do in a 


what constituted a real 


with them for they need assistance als: 
Delegates to the national convention elected a 
Herry Hackney, Charlotte; S. N. Slade, Durham: 
Paschall, Durham; E. B. Grady, Concord. Alternat: 
5. Durham; W. O. Mitcham 
Goldsboro; W. J. Highsmith, Durham; C. W. Bryson 


Biltmore. 


to co-operate 
were 
follows: 
is © 


delegates are: Parish, 


An invitation extended by C. W. Bryson of Ashevill: 
that the next convention be held there was accepted. 
The entertainment was of the good old southern type 
Monday night a banquet was held in the Goldsboro Hotel 
and barbecue wa 


Mitcham was the mas 


afternoon a real southern 
attended at Crescent Lake. W. O. 
ter of ceremonies. 

Sy Martin of H. P. 


was 


Tuesday 


Martin & Sons Co., Owensboro, Ky 
Short 
were made at the banquet by H. B. Gombers, H. Hackney, 
Claude Grantham, Henry E. Longley and W. G. Bergner 
Wilbur toastmaster. Frank Webb of the 
Acme Frost Proof Closet Mfg. Co., Baltimore, was also 
an interested visitor. Mr. Webb hasn’t missed a North 
Carolina convention for years. 


present and gave out watch fobs. speeches 


Dosher was 


SAN FRANCISCO SALESMEN HOLD LIVELY MEETING 


The San Francisco Association of Plumbing and Heating 
Supply Salesmen met Tuesday noon, May 4th, at the Clift 
hotel, San Francisco, Calif., with twenty-eight 
and a guest present. The attendance and the enthusiasm 
was very gratifying, particularly to President Norman 
Farlow and Secretary Jackson Noble, who were kept busy 
collecting dues. 

The association is heartily endorsed by the local job 
bers, who foresee the great benefits that are bound to 
to their salesmen in the way of a get-together 
spirit and more friendly competition as well as sales en 
Kenneth Milliken, vice-president of the Pacific 
National Bank, was the speaker of the day and gave an 
interesting talk on the “Three Points of Contact’’ in 
salesmanship. Mr. Milliken has the ability to put 
important points in a highly amusing way, and his audi 
ence was exceedingly interested. 


members 


accrue 


thusiasm. 


over 


Among those present were: Messrs. Harris and Brewer 
of the Geo. H. Tay Co.; Waldear, MacMahon, Smith and 
Barrows of the Standard Sanitary Manufacturing Co. 
Logsden and Henderson of Mueller Co.; Noble, Metcalf 
and Hooper of Richmond Sanitary Co.; Farlow, Tafero 
Biak, Williams and Woods of Holbrook, Merrill & Stetson; 
Purves of Jones & Cadbury Co.; Martin and 
Breven of American Radiator Co.; Hagan of Great West 
ern Supply Co.; Babson, Mackey, Sullivan and Elsasser of 
Walworth-Lally Co.; Griffin, Spergo and Greenfield of M. 
Stulsaft Co., and Austin of P. E. O’Hair & Co. 


Haines, 
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There’s an 


Arco Packless Valve 


on every radiator in 
Detroit Towers 


YOU expect to tind Arco Packless Valves on a 
Y job like this. The owner can’t afford to take 
a chance with the stuffing-box type of valve 
where the chances for leaks are so numerous. 
Doesn't it follow that the owner of the smaller 
job is entitled to this same refinement ? 















Here are excellent reasons for using Arco Pack- 
less Valves on any job, large or small: 

Arco Packless Valves are rood looking. They 
add a finishing touch of smartness an evidence 
of quality throughout. 


ee ue 


They pay for themselves by saving the repeated 


DO 


expense of re pac king. 


3 They prevent le aks any one of w hu h costs more 

“ than the offending valve. 

4 They add to the comfort of the owner and his 
tenants because they open wide with one smooth 

turn. 











Detroir Towers, Detroit, Micu. 
Water W. AHLSCHLAGER, ARCHITECT 
Gianz & Kitiian, Heatinc Contractors 











Arco Packless Valves are made and guaranteed by 


AMERICAN RADIATOR COMPANY 


Specialties Department 
816 S. Michigan Avenue, Chicago, III. 
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Connecticut Adopts 
Public-Spirited 
Resolutions 


Favors sanitation measures; 
Opposes permanent office 


P. J. Brown, Middletown, is new president 


Master Association of Connecticut, held at 
New Haven, May 11 and 12, was divided between two 
worthy objects, the worth-while business sessions and the 


NTEREST at the thirty-sixth annual convention of the 
Plumbers’ 


very attractive and instructive exhibit which was held in 
the And 
devoted to a program of 


connection with convention when a sufficient 


time had 
tainment had been provided which was guaranteed to hold 


been business, enter 


the delegates’ interest 


RESOLUTIONS 
T IS not easy to condense into a short account the story 
I of what was accomplished by this progressive group of 
a perusal of the resolutions passed 
best of the the 
Improvement of sanitary the 
was the purpose of the majority of 


master plumbers, but 


by the Association may tell work done at 


convention conditions in 
State of Connecticut 
the resolutions passed For instance, in one of the reso- 
the favoring the 
establishment of comfort stations by the state, and asked 
that a bill providing for 


this be introduced at the next meeting of the Legislature 


lutions association went on record as 


its legislative committee to see 


In another, the body stated its approval of modern sanita 
tion of tourist camps and like resorts, and referred to the 
same committee the task of bringing the question before 
the state's lawmaker A third resolution of great interest 
asked that to induce 
local health officers to provide for annual inspection of 
sanitary conditions in public buildings, particularly in 
those built some years ago. Only such regular inspections, 
with repair or replacement following when necessary, will 
keep public rooms in these buildings sanitary, the sponsors 
of the resolution believe. 

The members are still unanimously opposed to a cen- 
tral office for the National Association, reaffirming their 
action taken a year ago. The resolution states that the 
association objects to the establishment of central na- 
tional headquarters and instructs the state delegates to 
present these sentiments to the national convention and to 
vote against the measure if it is brought up at Louisville. 

In another resolution, the voted for the 
of identification cards by members, these to be furnished 
by the state financial secretary where there are no local 
associations, and by the local secretary in towns having 
Those present also believed that plumbing 
and heating contracts for municipal and state buildings 
should be separated, and referred to the legislative com- 
mittee the work of getting this matter before the proper 
authorities. 

C. 8. Ames of Bridgeport, 54 years in business and the 


local associations make every effort 


masters use 


local bodies. 





Duncan MacArthur, 


Top row, left to right: New Haven; A. 
R. Thorpe, New Haven; A. B. Dibble, newly elected first 
vice-president of state association, and P. J. Brown of Middle- 
town, Conn., newly elected president of state association.— 
Bottom row: Charles U. Neumann of West Haven, Conn., 
treasurer of state association; H. F. Bryant of Bridgeport, 
Conn., past state president, and Thomas F. Nolan of Albany, 
N. ¥., endorsed for national vice-president at the Connecticut 
convention 


only survivor of the first state convention, was made an 
honorary member and a resolution of sympathy for th 
family of Walter D. Nolan of Washington, D. C., past na 
tional president, was passed, as well as resolutions of 
sympathy on the deaths of William I. Sinnott of Hartford 
Frank Mahoney of Hartford and William Gaffney of Anso 
nia, members who have passed away during the past year 
After considerable debate, aroused by reports of na 
tional office comments on exhibits at state meetings, th: 
convention then passed a resolution instructing the dele 
gates from the Connecticut association to introduce a reso 
lution at the national convention in Louisville which wil! 
make known Connecticut’s belief that a national officer 
has no right to attempt to speak for local or state bodies 
specific authority. Speakers who favored the 
resolution stated that in their opinion the exhibits at stat: 
meetings, open in many cases to the public, are of grea! 
value to both master plumbers and supply men because of 
their educational effect on the people in the vicinity. 


without 


PROFESSOR DIBBLE ON EDUCATION IN SCIENCE OF 
PLUMBING 


HE convention was called to order on Tuesday after 
= a at the historic old armory of the Governor's 
Foot Guards, who in 1775, President 
G. D. L. Raymond in the chair. In the morning, a meet 
ing of the board of directors had been held, and all was 
ready for rapid fire action. A. B. Dibble, second vice 
president, who is also president of the New Haven Asso 
ciation and chairman of the general committee in charge 
welcomed the delegates to his city and President Raymond 
welcomed them to the convention. The Reverend Father 
Hutchinson had been chosen to give the invocation, with 
the Honorable Mayor John B. Tower doing the honors for 
the city. 

Professor S. E. Dibble of Carnegie Institute of Tech 
nology, who incidentally is a native of New Haven and a 
brother of A. B. Dibble, was the first speaker on the 
program. Professor Dibble introduced himself as repre 
senting the Theodore Ahrens chair of plumbing at the col- 
lege, outlining briefly the way this department functions 


were organized 





Ma 









DOMESTIC ENGINEERING 


















> FOR SEVENTY~ONE YEARS * 


ae a ——— 




















) 














































































































INCE the days when Chicago -a bustling 

city of 40,000—was the nation’s com- 
mercial and industrial frontier, ‘‘Wolff’’ has 
been making plumbing fixtures. 


Since those pioneer days, when plumbing was 
a luxury to be used by the favored few, 
“Wolff” has maintained the highest standards 
of quality. 


Continually improving as better methods and 
better materials became available; employing 
the best engineers to improve design and con- 
struction; fostering always among its people 
the will to make the best; ‘‘Wolff’’ today 
manufactures quality plumbing that admits 
of no superior. 


In 1855 ‘Wolff’? meant quality. In 1926 


“Wolff”? carries the same meaning because 


Wolff has kept faith with the industry. 
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He believes the college can be a big help to the industry in to keep certified inventories because of the government in- 
a number of way These include the establishment of sisting on them when checking income taxes, and zed 
lecture courses, the distribution of prepared papers, re- them to establish their credit at a bank. He told of na- 
search work, the three-day institutes, and the teacher tional figures showing that less than two per cent of fail- 
training course He told how the boy attending the ures were due to competition and that 91 per cent were 
school started with shop work, drawing, estimating and caused by lack of proper accounting methods, and quoied 
the like and described the other subjects taught and how figures from the West Coast showing that the causes of 
they would aid the student to become a good plumber. failures of master plumbers in a certain district were as 
Touching on various shop practices, the professor made the follows: Lack of capital for big jobs, 9 per cent; lack of 
prediction that welding would be used to a great extent in capital for ordinary jobs, 17 per cent; lack of sales ability, / 
heating systems in the not too distant future. He closed 23 per cent, and lack of proper cost records, 51 per cent. 
with a tribute to Frank Fee of New York City, chairman “Try to run your business by guesswork and you'll end 
of the holarship committee, and Mrs. E. D. Hornbrook of | by running it with worry,” the speaker closed. H 
Kansas City, president of the Ladies’ Auxiliary. In the afternoon Thomas F. Nolan of Albany, another 
euest of the association, told of the work being done by : 
COMMITTEES APPOINTED the New York Association of Master Plumbers, referring 1 
RESIDENT RAYMOND then announced his commit- particularly to the legislative committee’s part in it. He 
] tees These ineluded Resolutions: TT. J. Dowling also announced that a minimum code for plumbers had j 
of Hartford, J. M. Gill of Waterbury, B. F. Judd of New just been adopted in that state and told of its benefits to i 
Haven, F. C. Booth of Bridgeport and A. A. Mills of New the trade. The Reverend Behrend Mehrtens, the next 
Britain Sanitar A. B. Dibble of New Haven, Stephen speaker, made a splendid inspiring address on ethics in 
Miller of South Norwalk, C. Beebe of New London, G. business, taking as his theme “Can One Make a “iving and 
Wigglesworth of Naugatuck and David Burns of Walling- Still Make a Life?” 
ford Apprenticeship Joseph Mongrain of Bridgeport, National Director Perham bore this message from Na- ; 
F. F. Garrity of Waterbury, W. T. Wright of Bethel, J. tional President Longley: ‘Your interests are my inter- r 
Harris of Hartford and T. Rourke of New Haven. Legis- ests. I want to help in any way possible.” The speaker 
lative A. A. Mills of New Britain. A. E. Weiant of amplified this by telling of the work done by the various 
Bridgeport, C. H. Knapp of Sound Beach, B. Jessup of committees of the National Association during the year, 
imford, and G. E. Purdue of New Haven. Essay: R. (Continued on Page 64) 
T. Rock of Bridgeport, E. W. Peck of Derby, J. Mullins ‘ i 
of Bridgeport, John Troland of Norwich and H. E. Berger ( 
of Bridgeport Auditing W. Wade of Bridgeport, J. M i 
Forger of Norwalk and Clinton E. Coe of New Haven 
Nominatins O. A. Peterson of New Britain, Harold J { 
Kennedy of New London and George Wigglesworth of | 
Naugatucl Sergeant at Arms Joseph-P. Kennedy of { 
New Britain ] 
Then Sidney Eames of Bridgeport, later made an honor- 
ary member, the only surviving attendant at the first state | 
convention, was introduced, Mr. Eames having a copy of | 
the program of the first banquet as well as badges of many , 
of the early conventions to show his friends He was ) 
followed by John Troland of Norwich, another honorary 
member, and the dean of the business in Connecticut. 
Then a brief word from Frederick Booth of Bridgeport 
and an appeal from H. E. Berger for the support of the ex 
hibitors by the members, and R. T. Rock took the floor to 
explain new cards for use on work to show membership. 
Wallace T. Wordell of Taunton, Mass., president of 
the Massachusetts Association, who attended the conven- 
tion in company with his vice-president, Charles Peck of 
Greenfield, and National Director J. Preston Perham of 
Boston, was introduced The visiting state president in- 
formed the assemblage that he had come to learn and not 
to speak, and hoped to be able to carry back some new 
thoughts to his association. 
Wednesday morning, after Secretary George A. Powers 
of Stamford had read the minutes of the 1925 convention, 
President Raymond appointed two new committees, that 
for memorials, F. C. Booth of Bridgeport, Harry Kennedy , : 
of New London and J. E. Daly of Wallingford, and the : er a ee 
credential committee, George S. Bull of Hartford, Arthur Tep row, left to right: Ray C. Arnold of Bristol, newly 
McManus of Hartford and C. H. Knapp of Greenwich. elected second vice-president; Geo. A. Powers of Stamford, 


secretary; Daniel J. Lynch of Meriden, director, and FE. J. 

Mahoney of Waterbury, director.—Middle row: Wallace T. 

IMPORTANT ADDRESSES Wordell of Taunton, Mass., president of Massachusetts state 

/ j ‘HEN the members were given the opportunity to association; G. D. L. Raymond of Stamford, Conn., past state 

listen to George H. Wilson of the National Trade Ex- president; J. Preston Perham of Boston, Mass., national direc- 

tor, and C. F. Peck of Greenfield, Mass., vice-president of 

: : Massachusetts state association.—Bottom row: N. Hamilton 

businesses were lopsided because masters were good me- of Dénnebesd, TF. A. Wick of West Maven, Conn. B. W. Raye 
chanics but poor accountants. He warned the masters mond and E. B. Finch, both of Stamford 





tension Bureau. Mr. Wilson stated that many plumbing 
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Patents Pending. 


The Heating Unit is placed 
in the lower part of the 
Cabinet, as illustrated. It 
is made up of copper fins 
placed upon a U-tube by a 
patented process. Due to 
this process the fins are kept 
at a temperature very near 
the temperature of the U- 
pipe itself. 


Air passing through these 
fins, up through the Cabinet, 
gains great velocity due to its 
expansion after passing over 
the heated surfaces. 


The operation of the Heat 
Cabinet, therefore, depends 
almost entirely upon convec- 
tion, and the amount of heat 
given off is easily regulated 
by controlling the amount of 
air that is allowed to pass 
through the heater. This 
result is accomplished by 
means of the simple damper 
arrangement shown, thus 
giving for the first time 
absolutely perfect heat con- 
trol on all modern types of 
heating systems where radia- 
tors in the past have been 
used. 


Heat Cabinets are being 
made in a wide range of 
sizes and styles for both 
visible and concealed loca- 
tions. 
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NO MORE RADIATORS 





Heat Cabinets! 


Cabinets of heat. Pretty things; a part of the furni- 
ture. Artistic, light, efficient, economical; a welcome 
successor to the unsightly radiator! 


Sturdy heat cabinets. Made of metal to last forever. 
Yet light of weight. A husky little boy can handle one. 
Made for steam, for vapor, for vacuum, for hot water. 
Made for big rooms, little rooms; for public buildings, 
for private homes; visible or concealed. 


Costs not announced, but they will be low. The 
successor to the radiator must not cost more than the 
shielded radiator it succeeds, even though it is made of 
copper and brass instead of bulky iron. 


Delivery in September. Not adequate delivery, of 
course, but still enough to take care of most urgent 
demands. 


Literature now. Some color work has already been 
distributed. Additional test data and other informa- 
tion is ready. Those who submit their names are 
being kept up with the times. 


Questions welcome. Inquiries should be addressed 
directly to the main office. 


THE TRANE COMPANY, 204 Cameron Ave., La Crosse, Wis., U.S. A. 


THE SUCCESSOR TO THE RADIATOR 
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Fig. J-21 The ‘‘Tite”’ 
Calkible Cesspool. 


Fig. J-24 ‘‘Ideal’’ 
Combination Rain 
Leader and Cesspool. 
Also made with off- 
set outlet. 


The ‘‘Saaco”’ Line is a good one 
to tie up with because it is a 
complete one and a satisfac- 
tory one. Our new complete 
catalog of cast iron specialties 
for jobbers and dealers of the 
plumbing supply trade will be 
mailed free on request. 


Fig. J-48 
‘Ideal’ Universal 
Range Boiler Stand 


Fig. J-71 Fig. J-70 Fig. J-73 









Cast Iron Trap Screw Ferrules. 


Sanitary Company of America 


Linfield, Pennsylvania 
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Research To Eliminate 
Guesswork 


Illinois Association co-operating 
with University of Illinois in 
building up a body of scientific 
data to furnish dependable guid- 
ance in plumbing and heating 
installations. 


and heating contractor the other day, ‘‘that guess- 
ing is still a popular outdoor and indoor sport in 
the plumbing industry. There are guesses about siphon- 
age and a dozen other things that have to do with plumb- 
ing. There are guesses about a number of things in radia- 
tion as well, because there is no exact scientific data cover- 
ing the points about which we guess.” This remark was 
ihe preliminary to a discussion of the research program 
which is being undertaken by the University of Illinois. 
As a matter of fact, about the most important single 
need of the plumbing and heating industry today is more 
knowledge—a greater amount of scientific data. This is 
important to all three departments of the industry—to the 
manufacturer, to the jobber and to the contractor. A 
device may be sold in large quantities and be made to stay 
sold when it is designed and installed so that it 


ad MUST be confessed,’”’ said a prominent plumbing 


only 










FUNCTION PRO- 
PERLY THEY 

°| MUST BE CORRECT 
LY DESIGNED 

AND INSTALLED 






SCIENTIFIC 
DATA 


7O GET 
SCIENTIFIC DATA 
NECESSITATES 
RESEARCH 








WCE ARCH 
PROPERLY J BRINGS SCIENTI- 






RESEARCH 
COSTS 
MONE Y 















William F. Hildeman, Chicago Heights, IL, president of Ili- 

nois Master Plumbers’ Association and C. D. Brownell, Cham- 

paign, I1l., chairman of the committee In charge of proposed 
research program 


functions properly and gives the satisfaction it is supposed 
to give. The correct design, installation and use of the 
various devices and products used in plumbing and heat 
ing are, then, three important factors in selling. 
Plumbing and heating are advancing rapidly. Some 
seasons, since the war, have broken all past records in 
plumbing and heating sales, but to maintain its present 
momentum, and to put plumbing and heating on a firm 
foundation, to give the industry that place in the sun 
which it rightly deserves, research should keep pace with 
No man can advance higher than a cross section 
will permit, and right 


sales. 
of the knowledge in his industry 
now sales outlets for many products are partly shut off 
because master plumbers and heating contractors are 
compelled to base their estimates and installations on rule 
of-thumb methods rather than upon scientifie data. 
These facts have impressed themselves on Wm. F. Hilde 
man, Heights, [fll.; C. D. 
Brownell of Champaign, Ill., and the 
Illinois Master Plumbers’ Association, 
with the result that a program of re 
program 


with 


Chicago 


search has been started—a 


which it is proposed to pursue 


vigor, the purpose of which is to help 
and heating on a 


to put plumbing 


more scientific foundation. 









This program will take the form of 
research to be conducted by the Engi- 
Experiment Station of the 
University of Illinois, beginning with 
undeveloped problems of proper instal- 
lation, the solution of many problems 
occasioned by the rapid development 
and sale of plumbing and heating ac 


neering 


cessories, the efficiency of completed 
plants, and such accessories and prod- 
ucts as radiator enclosures, insulation 
of buildings, humidifying devices, con- 
well as the 
data on 
frictional 


trol equipment, etc., as 
complete 





5 development of 
critical velocity, pipe sizes, 
resistance in pipes, fittings, valves and 


connections, 








boiler outlets, radiator 
voiding of air, surface decoration, in 
sulating of heating services, ete. It 


is intended that no duplication of 
work now being conducted by a com- 


petent agency will be undertaken. 
Certainly such research is vital to 

the industry. Susiness gravitates to- 

ward the man who knows, and prestige 


and honor go to the industry that 
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Continuous Accuracy 
and Dependability 


The ability of the 
HONEYWELL Com- 
plete High-Low System 
of Automatic Control to 
accomplish certain very 
essential results in con- 
nection with the func- 
tioning of any heating 
plant, burning any fuel, 
has been conclusively 
demonstrated. 


It is an established fact, 
for example, that, 
HONEYWELL will give 
positive, automatic con- 
trol under all conditions, 
against any emergency. 
It will bring to any heat- 
ing plant a new degree 
of efficiencyand economy. 
It will afford the utmost 
in convenience, comfort 
and safety. 





Honeywell 15-da 


thermostat equip 


ved with depe . 

able jowulelha But its supreme value 
deck and hig lies in the fact that it will 
grade ther: eter 


do these things consist- 
ently, continuously, with 
unvarying accuracy for an 
indefinite period of time. 
In short, HONEYWELL 
has eliminated every 
element of uncertainty 
from automatic control. 


The complete HONEY- 
WELL High-Low System 
of Automatic Control has 
been adopted by the 
majority of the manu 
facturers of oil burners 
listed as standard by 
Underwriters’ Labora- 
tories, Inc. The leading 
manufacturers of heat- 
ing boilers recommend 


HONEYWELL exclusively. 





rhe Honey well 
regulator motor e 
by the eliminatio 
parts commonly e 
in motor design 





The Honeywell Heating Specialties Co. 
Wabash, Indiana 
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HONEYWELL 


Temperature Regulators 
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Science opens up unforeseer 
offhand a dozen suc! 
softeners, enclosures, insulation 
and many all profitable fields, but ré 
is too little general knowledge. 

contractors of Illinois ar: 
individual efforts but also thei 
They believe that manufacturer 
and heating equipment should also becom: 
number of manufacturers hav: 
already signified their willingness to co-operate with th 
master plumbers and heating contractors of Illinois and 
with the Engineering Experiment Station of Illinois’ great 


university 


bases its findings upon facts. 
One can name 
water radiator 
oil burners others, 
garding which there 
The plumbing and heating 


putting not only their 
money into this project. 
of plumbing 
ested fin 


inter ancially A 


Letters are being sent out to manufacturers, soliciting 
this co-operation. 

Wm. F. Hildeman, 
Plumbers’ Association, 
of the 
of the 
interest of this work 
by the 
hope 
n adjoining states, suggestions for problems for study and 
as well as liberal monetary contributions to 


assist in maintaining an experimental laboratory for the 


president of the Illinois Master 
and C. D. Brownell, past president 
association and chairman of the advisory committee 
research program, in Chicago recently in the 
In addition to the support offered 
and heating contractors of Illinois they 
from manufacturers in Illinois and cities 


were 


plumbing 
to procure 


experiment, 


plumbing and heating trade. 


Beauty Spots of Louisville 
(Continued from Page 21) 
idea of the size of the park system may be gathered from 
the fact that thirty-five miles of drives in the 
parks 


Louisville is 


there are 
a city of beautiful homes. Its houses repre- 
modern but also the beautiful 
war days. An idea of the new 
gathered from the fact that the 
for 1925 showed an ex- 
most of which was for homes. 


ent not only the home, 
homes of the pre-Civil 
homes being built can be 


building program of Louisville 


penditure of $33,000,000, 


One of the most famous spots in Louisville is Churchill 
track where the Kentucky 
This racing plant is within the city limits, 
minutes’ from the heart of the city. No 
visit to Louisville is complete without an inspection of this 


Downs, the world-famed race 


Derby is run. 
only a few drive 


peauty spot. 


The industrial plants of the city might be of interest to 
of manufacturers of plumbing 
and heating equipment. Among the latter are the Stand- 
ard Sanitary Mfg. Co., the Columbia Sanitary Mfg. Co., 
and the Hoffman Heater Co. 

A few of the 
walking distance of the 


the visitor, especially those 


interesting points in the city, all within 
principal hotels, are the U. S. 
located at Fourth street and the river, 
guard station in the country; the 
in the wholesale district of the city; the 
Armory, one of thé largest areas under 
one roof in the country; the statue of Abraham Lincoln on 
the lawn of the Public Library; the Jefferson County 
erected in 1837 a historical point of 


Coast Guard station, 
the only inland coast 
Tobacco Breaks, 


Jefferson County 


Courthouse, now 
interest. 
Louisville is amply provided with hotel accommodations 


It is suggested the master plumbers who expect to make 


the trip should, write to one or more of these hotels for 
reservations. 

The city is well known as a convention city, and its 
Pen know how to treat convention visitors. The 
| famous southern hospitality is always evident, and all 


master plumbers are urged to go to the convention. 
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The Whitehouse China Faucet 


(PATENTED — OTHERS, PENDING 


The Whitehouse Triumphs in Beauty 


The Whitehouse China Combination Sink 
Faucet is the plumbing industry’s newest and 
biggest contribution to home beauty. 


It is a compact unit of snow-white china with 
a concealed soap pocket and a swinging spout. 
Unique in design and grace, it sells upon sight. 


The china aristocrat of combination sink fix- 
tures requires no polishing as do brass faucets. 
Harmonizing with the clear white of the sink, 
it becomes almost a part of the sink itself. 


A soap pocket is unobtrusively concealed 
within the fixture and does not detract from 
the pleasing liquid lines. It is also invisibly 
drained. 


Water at just the proper temperature is pro- 
vided by a swinging china spout. A damp rag 
cleans the china quickly. 


Water-carrying parts concealed within this 
China Combination Sink Faucet are made of 
the ‘‘Everlasting’’ Morgan Bronze Metal, to fit 
all sinks with 8-inch center drillings. 


China used in this faucet is the highest grade 
vitreous ware known. 


Whitehouse Beauty can replace any ordinary 
fixture with surprisingly little difference in 
cost. 





HIGHEST GRADE PLUMBING FIXTURES IN THE WORLD 


THE MORGAN BRONZE CO. 


CLEVELAND 
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HEAT INSURANCE 


“ie. A 
a a FF in jg? 
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WITH THE 
AUTOMATIC 


SYPHON AIR VALVE 


Money and experience cannot make a better non-adjustable Syphon Air Valve. 





The “Dole” fills the demand for a non-adjustable, syphon, all-metal air valve— 
a valve embodying Dole thermostatic principles, quality materials and workman- 
ship and a valve that can be sold at a popular price showing a “long trade profit.” 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. 
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The Successful Oil Burner 
(Continued from Page 20> 


to know that there are very, very few boilers on the market 
today, in spite of the increases in ratings which the last 
few years have brought forth, that will not develop 
more than catalog rating with the chimney and _ fuels 
for which they are designed Rating is therefore not the 
ultimate output which can be obtained from the boiler. 
Nearly all heating boilers will deliver a continuous average 
output 20 to 50 per cent more than rating. They will also 
deliver an instantaneous output (instantaneous meaning 
hourly in this case) even greater than 50 per cent above 
rating. 

The typical output curve shown in the drawing (See 
Fig. 1) of a coal boiler during drive test may be of special 
interest: 

The curve shows the output computed for each hour of 
a drive test during which the boiler operated at an average 
output of 145 per cent of rating during the entire test. 
Note that during the first half hour after firing the output 
was below rating, but that before the end of the hour the 
boiler was delivering an output 125 per cent of rating. 
The areas above the 145 per cent of rating line are, of 
course, equal to the areas below this line. The boiler 
could go on delivering an average of 145 per cent of 
rating as long as supplied with fuel at the required 
intervals. 

If it should be necessary in a given installation to 
average 125 per cent of boiler rating for two hours during 
the warming up period in the morning in order to warm 
up the building within a reasonable time, the fire would 
have to be in such condition at the beginning of the warm- 
ing up period that an output of 125 per cent of rating 
could be developed immediately. If the boiler were fired 
at the beginning of the warming up period it would be 
necessary for the boiler to operate considerably above 125 
per cent of rating by the end of the first hour after firing 
in order to warm up the system in the same time which 
would have been required if the fire had been in good 
condition from the very moment of the beginning of the 
warming up period. 

When it is known that boilers are allowed to ‘‘drive”’ at 
maximum output during the period when the house is 
being warmed up in the morning, and it is also known 
that a boiler may deliver 180 per cent of rating when the 
fire is in good condition, an idea is obtained of what a 
maximum load on a boiler can be. 

In actual operation it has been found that the average 
output for the whole heating season when boilers are in- 
stalled according to present practice is 30 to 40 per cent 
of boiler rating. Since it is known that at times the boiler 
operates at high output rates, it must necessarily operate 
considerably below 380 per cent of rating a great deal of 
the time if the average output is to be 30 or 40 per cent 
of rating. The daily output curve for a boiler rated 100 
per cent more than the attached equivalent direct radia- 
tion load on a cold day would be like curve in Fig. 2. 
Note the output required after firing to warm up the 
building. 

On a mild day the boiler output curve would be like 
Fig. 3 (if the fire is in good condition in the morning) or 
like Fig. 4 if a new fire is built after the building has 
cooled during the night. 

The purpose in presenting the above output curves has 
been to show what is expected of a coal boiler in practice 
and to show how boilers actually do perform. Such curves 
are of course very general but they serve to illustrate 
boiler performance. 











UNIONS 





Time is Money! Let EXCEL Unions 
save both for you. 


Time because you don’t have to cut 
gaskets for them-—just apply a wrench 
and the job is done, right and tight! 


Money-~—because once assembled they 
stay tight and there won’t be any 
service calls to make! 


Your jobber can supply you. 


PROVIDENCE FITTINGS COMPANY 


7 Water Street Boston, Mass 


New York Office: 210 E. 45th St 














They don’t tamper 


with this valve 


People don’t tamper with the 

Jenkins Radiator Valve shown 

in the illustration. They can’t. 

page For that reason it is an ideal 

Tre Handle valve for heating installation in 
-" public buildings. 


It is fitted with lock shield and 
can only be operated by use of 
a key such as is supplied by 
Jenkins Bros. 


Any of the Jenkins Bronze Valves 
can be furnished when so desired, 
with lock shields instead of the 
regular wheels. 





Fig. 169 JENKINS BROS 
Screwed, Stand- 80 White Street New York, N. Y 
ard Bronz 524 Atlantic Avenue Boston, Mass 
Angle Valee, 133 No. Seventh Street Philadelphia, Pa 
with lock shield 646 Washington Boulevard Chicago, Il. 
JENKINS BROS., LIMITED 
Montreal, Canada London, England 





Always marked with the” Diamond" 
e 


enkins \alves 


SINCE 1864 
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TD 
= LENOX 
Steam and Water 


In the steam boiler a steady water line ard 
dry steam are insured by extra large steam 
dome, and circulating pipe connecting water 
space in dome with lower part of firepot. 


The water boiler has a divided circulation 
of water. This is repeated in every section 
but top where entire body of water is united 
and absorbs every remaining bit of heat in 
gasses before they pass to piping and radia- 
tion. Every water way in direct contact 
with fire. Circulation is quick and constant. 





Gurney reliability and quality in both 
compact, scientific. 





Welcome Warmth 


Important as the House Itself 


Every season brings a lively demand for better heaters. 
Right in your field ton after ton of coal is being wasted in 
obsolete heaters. 


In Gurney you have the opportunity of building a fine 
reputation, right away, too. You can bring comfort at a 
saving to many. 





Address Dept. B. 


(GURNEY }EATER MFG (OMPANY 


General Offices: Boston, Mass. 
93-97 Oliver Street, Fort Hill Square 
Gurney HeaterCo.,Inc. Gurney Heater Mfg Co. Gurney Heater Co., Inc. 


New York Richmond, Va. Philadelphia This i _ h , 
Manly St., Cor. Anable Ave. i " is is a photograph of a 
ee fee Island City ‘ 418 East Main St 108 North 17th St. No. 20 Lenox Steam Boiler 


Mention Domestic ENGINEERING when writing advertisers. 
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OUTPUT OF BOILER WITH OIL BURNER 

T is well known that extreme output rates such as given 
I above are not required in oil burner installations. 

A consideration of the factors determining the load as 
presented above will supply information regarding the 
demands upon the boiler when an oil burner is installed 
therein. 

One of the first things found in experimenting with oil 
burners is that an oil burner may obtain a greater drive 
output from the boiler than is possible with coal. It is 
simply a question of whether the burner can deliver the 
required amount of heat to the fire box and whether the 
boiler has sufficient steam space to enable the evaporation 
of the required amount of steam without priming. The 
combustion may be very efficient or it may be inefficient 
depending on whether the particular burner obtains proper 
combustion within the alloted firebox space, but neverthe- 
less, if the heat is delivered to the firebox, the boiler 
output will be forthcoming. The greatly increased drive 
output will be obtained with the chimney prescribed for 
coal or perhaps with a somewhat lower chimney. 

The following is an interesting example showing what 
output may be obtained from a heating boiler equipped 
with an oil burner under favorable conditions: 

In a drive test with coal the boiler developed an average 
output of 140 per cent of rating over a period of 6 hours 
and a maximum hourly output of 170 per cent of rating. 
Two oil burners of different types developed 198 and 235 
per cent of rating in the above boilers. The comparison 
between coal and oil output should be made between the 
235 per cent of rating in the case of the best oil burner 
and the 140 per cent of rating obtainable with coal, since 
these outputs represent the average output which could 
be developed continuously in either case. 

Although it is possible to obtain these extreme rates of 
output with oil burners, it is fortunately not necessary 
to obtain them. The efficiency of the burner would neces- 
sarily be low, especially if the burner were operated on 
and off at this high rate, and consequently it is desirable 
to operate the burner at a lower output rate, 75 per cent 
of boiler rating or thereabout. 

Assuming a boiler selected with rating 100 per cent 
above the equivalent direct radiation load, and assuming 
the piping heat loss to be 25 per cent of equivalent direct 
radiation load, the boiler, when operating at 75 per cent 
of rating will have an output 

75<200 per cent of Equivalent Direct Radiation Load 





125 per cent of Equivalent Direct Radiation Load 
or 120 per cent of equivalent direct radiation load plus 
piping loss, or, 20 per cent above equivalent direct radia- 
tion load plus piping loss for pick up of load. The 20 per 
cent in excess of radiation plus piping load will usually 
be satisfactory for most installations. 

In view of the fact that the greater part of the heating 
season consists of rather mild weather, a setting of the 
burner at about 50 per cent of the boiler’s rating would 
be satisfactory for nearly all weather conditions, provided 
the burner were equipped with thermostatic control which 
would prevent the occurrence of sudden peak heat de- 
mands. 

Since boilers in general operate more efficiently at lower 
output rates than at higher ones, it will be advantageous 
to operate the burner as low as consistent with the load 
to be carried, assuming, of that the 
capable of adjustment to obtain efficient 
the low output rate. 

The setting of the burner at the output securing most 
efficient operation of the boiler and burner is aeseleny:) 
made possible by the use of thermostatic control. 


course, burner is 


combustion at 
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pues: 


Bull Dog Seats 





Bull - Dog celluloid 
covered seats have 
allthe good qualities 
»f Bull-Dog varnish 


finished seats. 














O-B Brass Valves 


are made in the following styles: 


Flexitite Dise Gate Valves 
125 a or Non Rising 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


8te 
= io binndard Rising Stem, 
. 21 
100 tb. Light Standard, No. 25 
Globe, Angle and Check Valves Renewable 
Brass O-B 


Diso Diso 





150 Ib. Standard...... eeeeceee  seeee No. 10 
125 Ib. Standard... .......++. No.1 No. 15 
100 Ib. Light Standard 7 ae ae 14 
Competition a“ No : 
Lock and Shield..... ° isscce Oe No. & 






Flexitite Disc 
Gate Valve 


OHIO BRASS COMPANY 
Mansfield, Ohio 








It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 
quality. 





The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Ul. 


CHICAGO 
FAUCETS 




















WM. J. S. MILLAR 
Baltimore Plumber 
Says: 
“Every EverHot sold 
makes for us! another 
friend because of its 
satisfaction, economy, 


and no up-keep.”’ 
215 


exHlot Heater Co. 


Detroit, Michigan 
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From mine to consumer 









































DOMESTIC 














May 22, 1926 


















































“Installed by leading 


plu mbing contractors” 


: low statement appears in all 
our national advertising to ar- 
chitects and householders. We 
hope that it applies to you and that 
it will benefit you. Whenever you 
install Anaconda Brass Pipe you 
line up with the nation-wide 
movement against rust. 


Anaconda Brass Pipe is guaran- 
teed structurally sound and physi- 
cally perfect, and the trademark is 
rolled in every length for your pro- 
tection. 





- . + 
THE AMERICAN BRASS COMPANY 
GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LTD., New Toronto, Ont. 


ANACONDA. 
BRASS PIPE 
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STRINGER 


E. H. Cast Iron Bungalow Stack 


With Bath Revented Through Basin Waste 
(For Cities Where Wet Vents are Permitted) 


The use of thermostatic control so generally in oil 
burner installations indicates that the saving due to its 
effect as outlined in the above two paragraphs, in addition 
to the saving due to prevention of overheating, has long 
been recognized. 

If the preceding deductions are correct, an oil burner 


installed in a coal boiler will be set to operate somewhere 
between 50 and 100 per cent of rating, depending on the 






load attached to the boiler. It is therefore important to 7 aia 
ka 
know how the burner performs in the above range. In } ae oT Stack 85 
addition to the results obtained in the above range, it is Sa et S S 
interesting to know the maximum output obtainable, since | : ) o LIST PRICES 
| = ig. 
this influences the maximum load that can be attached to P : 
the boiler under extrer ndition ar * 205... . . $2.40 
1e oO -] ae extreme conc S | 1; 
| 1 13 al ian. Je 
' 7s | . “ 
TIE Crocorecnr’ PNR { Iw! : vs ? ay 
THE SUCCESSFUL BURNER | ime 5 \?: 2440... . 290 
ae ie es 


AVING emphasized the fact that the successful burner | 
should be able to operate in a coal boiler, having 


ee 
$14.20 


analyzed the output required of a boiler when burning 
coal and when burning oil, and having arrived at the range 
through which the burner will operate when installed in 

, iler. i 1C 23 < swh; sasie fine NOTE: Figs. 205 and 244C 
any boiler, it becomes somewhat easier to define the term td aka a sume 
ive a spread of 27”—and 
Calne scored may be cut off 
to meet any required meas- 
urement less than 27”. Fig. 
238, Basin Waste, is adjust- 
able from 15” to 18” with- 
out any cutting. 


“successful” as applied to the oil burner, and to form an 
idea of what the burner is supposed to do 
The successful burner should: 
1-_-Supply the required amount of heat. The burner 
should be capable of adjustment from 50 to 100 per cent 





of rating in any boiler to which it is suited. 
2—-Perform with safety at all times. 
3——Operate without more cleaning or attention than 


Ask your jobber for discount on Stringer Fittings. 
Write for Catalog “‘K”’ showing this and many other wet 
vent stacks. 


STRINGER BROS. CO. 
1100 W. 38th Street 38 Chicago, Illinois 
Warehouses: Chicago, Ill; Gadsden, Ala. Factory: Gadsden, Ala. 


arranged for between manufacturer and purchaser. 
4-—-Burn the oil or oils specified by the manufacturer. 

5— Obtain efficient combustion in any boiler to which it 
suited. 
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aaah bbb bbb hhh A+ +++ AAA Ab bbb hb bbb bb be Ab hhh hi hh hh hh bh andnd 
shhh bbb bb bb bb bbb bbb bbb bbb bbb bbb bedded bbb lbh hand 


~y 


“Mp bhp bbb het thhhrhhrhrhrrhretrArtr're> 
AAA AAAAAAAAAAAAAAAAAAAAAAAAAAAAAS 








‘ esr sis iis si ib hb bi bb bp bbb bbb beet theereherherehhhrreerreeee rrr 


The easiest way to determine the ability of the burner 





to perform as outlined above is to conduct tests of the 
burner in a laboratory. 


OBJECT OF TESTING 
HE object of testing is the finding out in the labora- 
tory how a piece of equipment will perform on the 


e 
job. Since it is possible to vary conditions at will in the 
laboratory, it is sometimes possible in a comparatively | omeél Vil e 
short time to gain more information regarding the be- 


havior of a piece of apparatus than would be gained from (S. I. W.) 


years of performance on the job. 


‘ 
) 
\ 
fr 
| 
ri 
{ 


It is well to arrive at an understanding regarding cer- 
tain items before any testing is done at all. Some of the 
more important questions to be settled are: 

1.---Is the burner a finished burner ready to operate as 
soon as adjustments have been made, or is it experimental, 


e e 
involving only the trial of some principle? Soil Pi e and 
2.—To what types of boilers is the burner suited? p 
3.—What is the range of operation of the burner? This & ° 
is important in order that the boiler selected will be of the Fittin S 
size which will give the burner an opportunity to perform g 
at its best. What is the normal operation of the burner? 
4.—What is the proper method of installing the burner? 
5.—To what extent should the various air leakages in 
the boiler and setting be stopped? 
6.—What oil or oils are suited to the burner? Which 
oil is preferred? What should be the level of the oil in the ‘ 
supply tank? 7 How long should tests be run? Are Full Weight 
8.—What attention is permissible during the test runs? 
What adjustments are permissible between test runs? 
9 What are the chimney requirements? 





10.—-What safety features are essential parts of the 
burner? What special tests will be required to test the 
safety features? 
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Seo i 
FLUSH VALVE 








As simple in operation and construction 
as their name implies. Made like an 
injector, extra parts and packings are 
done away with. No leakage from back 
pressure. Can be used with any style 
bowl. 





Write us for full particulars. 


SEATON &a CADWELL MFG.CO, 


éstablished 1894 
MEW BRITAIN, CONN. 


The improved Hi Seat valve 
has these features: 


Finished wall line marked on body of valve. 
Enlarged Waterway. 
Escutcheon which adjusts from 254 to 33 inches. 


SPEAKMAN COMPANY 


WILMINGTON - DELAWARE 


Speakman Showers 


and Fixtures 


“jhe Red Metal Line 


NIE 


TRADE MARK REG. U.S. PAT. OFF. 


Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quatity 


THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. “*3hié*? 


KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 
Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 
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RESULTS OF TESTS 


A S a result of observation of performance during test 


and the data collected, it should be possible t: 
answer the following questions: 
1 Will the burner develop catalog rating of the boiler’ 
2 What is the best efficiency the burner can develop 
3 Is the burner efficient at all rates at which it op 
erates? 
4 What kind of oil will the burner handle? Is the 


| efficiency equally good with all fuels burnable? 


5.—Were adjustments easy to make? Is the method 
of making the adjustment easily understood or can it be 
made only by an expert who knows the particular burner 
intimately? 
7 What is necessary in order to adapt the burner to 
various boilers to which it is suited? Is the requirement 
for a radical change or is it only an adjustment? 

8.—What is the appearance of the flame for best com 
bustion obtainable? The prevention of carbon formation 
may require a somewhat less efficient combustion than 
best results as shown by analysis of the flue gas. 

9.—Is secondary air under control of the burner or is it 
largely accidental? What are the effects of leaks in the 
setting which might develop on the job, upon the control 
of the secondary air? 

10.—What is the principle of operation? 

11.—What are the safeguards against trouble? 

12.—What is the noise of the burner relative to some 
standard? 

13.—If carbon should form on the job will it deposit in 
an easily cleaned place or in a place difficult to see and 
clean? 


Convention Dates 


May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers, 
in Erie, Pa. 

May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 

May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillac Hotel. 

June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 


June 1, 2 and 3, 1926.—The annual convention of the Na- 
tional Pipe and Supplies Association, at White Sulphur 
Springs, W. Va., with headquarters at the Greenbrier Hotel 
and Cottages. 


June 1, 2, 3 and 4, 1926.—-The thirty-seventh annual con- 
vention of the Heating and Piping Contractors National 
Association, at Washington, D. C., with headquarters at the 
Willard Hotel. 

June 19, 1926.—The annual convention of the Montana 
Master Plumbers’ Association, at Boulder Springs, Mont. 

June 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven- 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

June 29 and 30, 1926.—-Midsummer meeting of the National 
Association of Brass Manufacturers, at Chicago. 

September 28, 29, 30, and October 1, 1926.—-The annual meet 
ing of the American Society of Sanitary Engineering, at 
Washington, D. C., with headquarters at the Lee House. 

October 11-15, 1926.—-The eighth annual convention of the 
American Gas Association, at Atlantic City, N. J. 





The Hamilton Bros. Company, Gulfport, Miss., has been 
awarded the plumbing and heating contracts on the new 
Bank of Gulfport. These contracts amount to $24,500. 
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MIAMI BILTMORE 
HOTEL 


Reproduction of 
Coral Gables, Fla. 





Byers Advertisement — 
in Country Life. Other 
Publications used: 
SaturdayEvening Post 
House Beautiful, 
Ilouse and Garden. 
No building is permanent 

without rust-resisting pipe 

©. ae tiered ie Spiral 

ees 4a Ciekiall fast-residting Stripe 


pip \Nvle winbi nl 

heater te « ‘ wl ¢ i 

: Vist 

ealed and floor 

the \ I { at te 

permanence of the entire struc 

ture, unless the 

material of extraord 

resistance | ‘ Ru 
Their capacity for dow 

age to the structure } 

that one can ill afford to take 

chances with cheap pipe Vite ber the me Peasor 

ali, the difference in cost bet wees 

the che pest pip 


pipe like Byers, is only from § 


and durable Send for Hrerature 






A.M. BYERS COMPANY 
to 106, of the cost of the pipe Established 1804 Pittsbyrgh, Pa 
New Var ‘ Reston 






“vatem installed 
‘ Tut 
Byers pipe, whether black on 


BYERS PIPE 


GENUINE WROUGHT IRON 


“It Works Like a Charm” 


said Mr. Kelly, “‘and to think that all sure it couldn’t be done, I wouldn't 











these years—twenty years is a good 
stretch—I have been in the plumbing 
business and now I wake up to the 
fact that I've been on the wrong side 
of the fence all this time. I was so 


even try it. And now I find it works 
beautifully. Yes, I’m doing quite 
well, thank you. My bank account 
is beginning to show it. And so sim- 


’ 


ple, too . 


“Five dollars and fifty cents”’ is the title of a story which 
tells how Kelly got wise. It’s worth reading—for more 
reasons than one. Send for it—it’s free for the asking. 


A. M. BYERS COMPANY: Established 1864 - PITTSBURGH, PA. 





46 


DOMESTIC ENGINEERING May 22, 1926 














Another Columbia Winner! 


The Corner Pattern, Built-in’ Bath Tub illus- 
trated above is the latest addition to the 
Columbia Line of fine Sanitary Ware. Its 
handsome design and’flawless porcelain enamel 
finish will harmonize”perfectly with the finest 
appointments. We honestly believe that it 
represents the biggest value we have ever 
offered to the trade. 


Write for interesting cataldg, illustrating and 
describing this and other famous Columbia 


Porcelain Enameled Fixtures in full detail. 


COLUMBIA SANITARY MFG. CO. 


LOUISVILLE, KENTUCKY 






SANITARY 
MANUFACTURING C. 
Louisvitte, Ky. 
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Washington Zoning Plan 
Successful 


(Continued from Page 25) 


is under the streets 


that 
f the cities, and he should be considered of as much vital 


sewer and water circulation 


portance to the city as the doctor. 


in closing Mr. O'Donnell told his audience to remember 


hat the women buy, or direct the buying of a big portion 


of plumbing goods, and said that it is only good business 
to keep places of business clean and inviting for the 
women, 

Frank W. Cotterill, secretary-treasurer of the Wash 
ngton State Association of Plumbers and Steam Fitters, 
and E. B. Fitzgerald, general organizer of the United As- 
sociation of Plumbers and Steam Fitters, each told in an 
interesting way of the necessity of closer co-operation be 


tween master and journeymen plumbers They said that 
their members were not only interested in a day’s work, 
but also in the future welfare of the industry, and advo- 
cated that the masters and journeymen co-operate in get- 


ting state legislation that will protect the men who are 
looking after the sanitation of the state, and at the same 
time protect the people of the state against unsanitary 


J. N. Belanger, secretary of the Seattle association, 
of “Making Wholesaler 


work. 
spoke briefly on the subject 
W holesaler.’”’ 


T 


a a 


ENTERTAINMENT FEATURES 
HE social side of the convention was well taken care 
of. A dance was held Friday evening, and was pre- 





Mrs. 


A. Walford and 
and Mr. C. 8. Williams, all of Tacoma, Wash.—Middle row: F. 
J. MeHugh, J. M. Puickney, A. J. Fletcher and D. W. Miller, all 
of Aberdeen, Wash.—Bottom row: S. F. Patterson, H. L. Pat- 


lop row, left to right: Mr. and Mrs. V. 


ten and E, D. Evans, all of Spokane, T. S. Cope of Coeur 


d'Alene, Idaho, and H. B. LeLong of Spokane 
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A 
BALL COCK 


That Is 
SILENT! 


The Curtin Rotary 





was originated by 
us to meet the de 
mand for a Ball 
Cock which would 
noiselessly, yet 
rapidly fill the tank 
under all condi 
tions. Free pass 
age of water 
through the ball 
cock is assured, 
even on low pres- 
sures, by opening 
the by-pass _ set 
screw A. 


Curtin ball cock is furnished for high and low tanks, both 
bott m and top supply, and is often on replacement 
work The powerful compound leverage, together with 
the silent operation and non-corrosive qualities of this 
ball cock recommend it f_r use on all important installations 


used 


Ask Your Jobber or Pottery for Curtin 
Noiseless Tank Fittings. It Pays 


A. F. CURTIN VALVE CO. 
Medford 


Massachusetts 




















ANew Heating Booklet 


Sent free on request 







Tells all about the money-saving Red Top 
“Tank in Basement”’ system. 


NEPTUNE METER COMPANY 
50 East 42nd Street New York, N. Y. 


Atlanta, Ga 525 Virginia Avenue Denver, Co 1700 15th S 
Boston, Mass 141 Milk Street Lo« Angeles, Cal., 701 } Tbir 
Chicago.Il, 565W.Washington Blvd. Newark, N. J 82 Roosevelt 
St. Louis, Mo 1912 Pine Street Portland, Ore., 12th an 
San Francisco, Cal., 320 Market Street 
Philadelphia, Pa., Richardson & Boynton Comps 1308 Arch 
Neptune Meter Co Limited 1197 King Weat, Toronto 


Red fop Relic? Valve 


treet 
1 St 
Ave 


i Glisan Sta 








Street 


St Canada 
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ceded by an educational moving picture, “From Mine to 
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picture: BEB. Joseph O'Donnell of Trade Extension 


ladies attended a theater party. 
whole party was the guest of the Long Bell Lumber Co 
taking a tour of inspection through the company’s mi 





Mr. Feldman is well ver 
which he discussed at length 
He urged the salesmen 
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In the afternoon the 


PLUMBSTEAM MEETING AND DINNER 
Morris Feldman, sales manager of the John Wood Ma 
facturing Company, Conshohocken, 
speaker at the regular monthly dinner and meeting of 
Philadelphia Plumbsteam Club held at McAllisters’ Rest 
rant in that city on May 14th. 
in the art of “selling,’’ 
the interest of the members. 
sell their customers on the value of merchandising tl 
products through show windows and showrooms. ‘‘} 
men who have the personal contact with the plumbing an: 
heating contractors can help 
stated. The speaker cited the merchandising value in t 
automobile, radio and piano industries and said that t 
same principles could be applied in our industries. 
The business meeting followed the address with Pre 
dent Harvey Bell in the chair. 


Top picture, left to right: G. H. Cook of Seattle; P. M. O’Con- of the most important of the year, a good attendance wa 
nell, of Hoffman Specialty Co., and H. L. Patten of Spokane — 
Bottom 


Pa., was the principal 


— 


money,” 


As this meeting was one 


L 


on hand. The committee appointed at the last meeting 


J. F. Wilson of Centralia, Wash. and H. K. Brasch With Harry Walther, chairman, to report on the advisabil- 


of Trane Co., La Crosse, Wis, 


ity of joining the National Association of Plumbing ai 


Heating Salesmen, reported in favor of joining and th: 


motion was passed. 


Joseph A. Cleary and C. W. Cope were 


Consumer.”’ It was a picture showing the processes of brass elected delegates to the annual convention to be held in 


manufacture, and was shown by E. P. Hammond of the Detroit, Mich., May 27, 28 and 29. 
San Francisco office of the Anaconda Copper Mining Co. 
While the delegates were attending the meeting of the 


Officers elected for the coming year were: 
letts, Keystone Supply & Manufacturing Company, presi 


J. E. Wil- 


convention, the ladies were entertained by automobile dent; H. R. Myers, Tomlinson Company, vice-president 


rides 


party 


MATTESON APOE GOEONI 


luncheons, golf, cards and theater parties. A stag C. W. Cope, Haines, Jones & Cadbury Company, re-elected 
was held Saturday evening for the men, and the’ secretary, and P. W. Stroeble, re-elected treasurer. 
































For protection against collected water in basements, 
caused by rains, floods etc., the 


Improved Model “R” 


Automatic Cellar Drainer 


is hard to beat. It is positively automatic; it is 
economical to operate; and it doesn’t get out of order. 
The Penberthy Cellar Drainer eliminates service calls, 
because it is made right for hard, continuous service. 


Write us for details. Then order through your jobber 




















ESTABLISHED 1886 


Canadian Plant, Windsor, Ontario 














PENBERTHY INJECTOR COMPANY 





1260 Holden Ave. 33 33 33 Detroit, Mich. 
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WATER HEATER 
NOT A CHEAP HEATER ~ 


But a reasonably priced Good Heater 
A new member of the distinguished Lovekin family 


The Loveko, made by the manufacturers of Lovekin 
Water heaters is a moderately priced self-operating 
gas water heater ideally suited for the average home. 


The Loveko is not just ‘‘another heater,’’ but 
embodies definite features of construction. Every 
practical man knows that the principle of conduct- 
ing heat through a series of vertical tubes has been 
for years good standard steam boiler practice. 
Now this feature has been applied to a gas water 
heater—the new ‘‘LOVEKO.”’ There are six (6) 
vertical tubes in the Loveko to carry the heat from 
the burner up through the water. Patented spiral 
retarders or heat baffles are suspended in each tube. 
It is equipped with the powerful Cleveland Barber 








Retail Price eight jet burner and the Robertshaw positive action 
thermostat, both well known throughout the 

$ 1 () 500 industry. 
Into the construction of this heater have gone the 


same high quality of materials, and the same perfec- 
tion of design that have for the past thirteen (13) 
years distinguished the Lovekin Heaters. 


Liberal Discounts 


There are still several good territories open for distributors. Write to the nearest office 


LOVEKIN WATER HEATER CO. 


Main Office 
NEW YORK 21 to 43 Laurel St. CHICAGO 
Hudson Term. Bldg. PHILADELPHIA 122 So. Michigan Avenue 
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dvertise 
$Q'7 00" 


F.0.B. BUFFALO, N.Y. 











Millions of homes 


are cold 


Millions of HOMES in America are still using old- 
heating devices. That’s the market for the Vecto! Large 
enough to keep Heating Merchants busy for years to come. 

The Ideal Vecto Heater warms an entire home for the 
usual cost of heating one room. It’s a self-contained unit. It 


THAT IS what Mr. Forrest Longley of 
Norway, Maine, wrote us about Vecto. 
And he goes on to say that Vecto made 
$600.00 additional profits for him in three 
months. 

Vecto business is additional business. 
Most of the Vectos that Mr. Longley sold 
never saw the inside of his store. One sale 
brought another so fast that the Heaters 
were delivered from the station right to 
the job. Consider the small amount of time 
required for installation and the generous 
profit on each sale. Here is a product that 
can be relied upon to speed up any mer- 
chant’s business. 


fashioned 


requires no basement for installation. Its decorative beauty 


is pertnanent. For more or less heat only a turn of the Control 


Handle is required. 
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Mention Domestic ENGINEERING when writing advertisers 


dé, 


“One Vecto 














DOMESTIC 


* SEND US your Vecto prospects’ names 


and addresses. We will send each one a 
series of beautiful, illustrated letters and 
books containing the Vecto story. 


AND WE will refer each prospect to you 
as o'.r authorized distributor. 


ENGINEERING 


made 19 more sales 


DO SOME local advertising in your 
newspaper, in fair or local exhibits, and 
install the Vecto Window Display. 
KEEP ONE Vecto in your shop for 
demonstration purposes. 

OFFER Vecto on the Partial Payment 
Plan—for that’s how people like to buy. 





| ine YEAR we could not 
nearly serve the national 
demand for Vecto Heaters. This 
year our production facilities are 


ple, bigger business, bigger profits. 


A new booklet has just come off 
the press showing how Vecto is 
bringing perfect warmth to thou- 





vastly increased but we shall be sands of home owners. 

taxed to the limit to meet the The coupon below will bring you 
public need. But that’s what we all your copy and show you why 
want — better service to the peo- Vecto will increase your profits. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia. Baltimore, 
Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atianta, Chicago, 
{ Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver. 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, 
ventilating and refrigeration 


















New book just off 
the press—mail 
this coupon 
for it > 





AMERICAN RADIATOR COMPANY 





Direct Mail Advertising Dept. 101 

1807 Elmwood Ave., Buffalo, N.Y. 

GENTLEMEN: Please send me copy of your new Vecto 
Booklet. 








Name— scsi acaeatininincnaiamscinanecennsietniniannett 
Address ow : a 
City. State 








Mention Domestic ENGINEERING when writing advertisers. 
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LAUNDRY TRAY LEGS 
ayeesene Pattern) 
Plumbing j« 


omy 


d and nicely 
nat Sales teaien oe ir tray 
rred by most plumbers 

Dependable Products 

Dependable Service 


RICHMOND 


Foundry& 
RICHMOND, monn a 


















For Pumping Hot or Cold Water, 
Oil and Other Liquids 


12 





For Home, Farm, 
Mill, Mine or 
Factery. 
Catalog on request. 

















THE CLEVELAND HEATER CO. - 


Cleveland 


the quality Water Heater Builders for over 20 years 











OOS Seo beeceeceooaaso 
| San- Equip Septic Tanks + 


enable unsewered areas to have — 
sewage disposal. This tank, 12 or 14 gals., 

of Copperoid Iron (rust proof enam 
eled) and is processed to withstand 
moisture effects. Meets requirements 
of U. S. Public Health 


Service. 









Chemical 
Toilet Corp., Mfrs. 
5) 

“Satay 801-811 Free St., Syracuse, N. Y. 
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organization such as he 


NGINEERING May 22, 1926 
PITTSBURGH CHAPTER OF PLUMBING AND HEATING 
SALESMEN ORGANIZED 


The organization committee which was appointed at 
meeting several weeks ago to make arrangements for t 
organization of the Pittsburgh Chapter of Plumbing and 
Heating broke all records when they gather 
100 salesmen in Pittsburgh at a dinner hs 
Club Rooms of the Chamber of Commerce, Frida; 
May 14th. During the dinner the men were ¢ 
tertained by Bob Knight’s Harmony Four, who offered 
many songs and musical numbers. 

When the tables had been cleared Temporary Chairma 
R. J. Maggi announced the toastmaster, Ed Kunde of t! 
Malone Plumbing Supply Co. Mr. Kunde introduced W: 
B. Bryar, president of the Central Supply Association. | 
talked on the benefits to be 


Salesmen 
together over 
in the 
evening, 


derived from a salesmen 


hoped would be formed that ev: 


ning, pointing out that the salesman of today had to | 
well versed with his line and that personality is not s: 
much a factor as in years gone by. He pointed out th: 


association were most con 
wished them the best of success. 

Connelley of the Carnegie Institute of Tech 
what is possible through organizatio: 
what had been done by organiza 
Institute 


fact that the 
mendable and he 

Dean C. B, 
nology 
work 


motives of the 


spoke on 
pointed out 
offered the 


and 


tions. He services of the to the asso 
ciation, 
Mclilvaine, 


and Supplies Association, 


secretary of the National Pip 
gave a splendid talk on co-opera 
has meant to sales 
has been connected 


George D 


tion, pointing out what co-operation 


organizations and associations that he 
with. 

Harry J. Harte, 
and a member of the Detroit Chapter of 
Plumbing and Heating explained why he wa: 
enthused over the work that was being done by the Detroit 
Chapter and what it has meant to the members of that 
association. 

After these splendid talks Temporary Chairman Maggi 
called upon the men present for their applications to the 
Chapter, 79 men responded, filing their 
applications with their first year’s dues. The meeting 
took up the election of officers and the following 
elected: President, R. J. Maggi, Anchor Sanitary 
Co.; vice-president, Harry J. Harte, Speakman Co.; secre 

ary, R. Payne Wettstein, ‘“‘Domestic Engineering’’; treas- 
urey, E. W. Stitt, Hoffman Specialty Co. The directors 
elected were: J. C. Mechling, Standard Sanitary Mfg. Co.; 
W. G. Anchor Sanitary Co.; and Arthur Sloan, 
Sailey-Farrell Manufacturing Co. The officers were in- 
stalled and the regular order of business was then taken 
up. A constitution committee was appointed by the presi 
dent to look over the constitution submitted for the Pitts- 
burgh Chapter and report at the next meeting. This com- 
mittee comprised the following: E. A. Hepting, chairman, 
Ft. Pitt Supply Co.; Harry J. Harte, Speakman Co.; John 
Melilvaine, Thomas Maddock’s Sons Co. 

It was decided to hold regular monthly meetings on the 
second Friday of each month. The place and time of the 
left to the executive committee, 


Pittsburgh representative for the Speak 
man Company 
Salesmen, 


Pittsburgh and 


then 
were 


Simpson, 


meeting will be 





Master plumber friends of Thomas J. Mitchell of Peale 
& Mitchell, 1735 Sansom street, Philadelphia, are mourn 
ing his death on Wednesday, May 12. As an associate 
with Messrs. Watson & Peale and as an active member 
of the faculty in evening trades school training for an 
extended number of years, Mr. Mitchell had made many 
friends in the Master Plumbers’ Association, and many 
association members were present at his funeral. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 








CHICAGO 
J 

While a weekly 

the movement of plumbing and heating material, business 


is still 
Mention continues to be made of a tendency on 


expansion of consumption is increasing 


behind expectations 


the 


said to be about a month 
part 
of the trade to defer placing orders for jobs on which they 


have already secured contracts, and this hesitant attitude 


felt all the way back to the manufacturer, inasmuch 
the jobber is unwilling to build stocks larger than cur 
rent orders In further explanation of the spotty busi 
the stormy weather of early April is still named as 
being partly responsible for the backward condition. And 


uncertainty about labor still exists in Chicago, which is 


urtailing progress, 


Jobbers, as a whole, have good-sized stocks, represent 


ing material which was expected to have been released by 


now. Thus, while they are keeping abreast of the trade’s 


demands by steady orders on the manufac 


they 


purposes 


replacement 


not committing themselves heavily for 
The delivery 
it being possible to secure most items on short notice 

One 


low-priced 


turer, are 


stock situation is in good shape 


boiler manufacturer has issued a new 
this 


levels of 


other range 
exception, prices in all 
last 


rule, 


and, with 
the 


holding 


sheet, 


lines continue at same week. Jobbers’ 


quotations are firm, as a and, while occa 


heard, the general atti 
reflect a 


margins 


ional reports of price-cutting are 


one of business which does not 


Present quotations reflect rather narrow 


tude is passing 


profit. 


of profit, but their steadiness represents a distinct im 


provement over the conditions in effect for so long 
General business reports all make reference to a slight 


recession in trade, but the current opinion seems to be 


that it will be short lived and that, fundament \ ndi 
tions are sound 
Soil Pipe 

Secause the season has been ittle backward obber 
stocks are still more than adequate to take care of cur 
rent requirements of the trade, with the result tl ! 
ing movement of any size is not yet felt by foundrie 
Small-sized lots are being ordered frequently, most 
Which ordering is for rush shipment Foundries report 
also that most of the tonnage on books i pecitied 
for immediate or early deliver While production no 
at the full rate, shipment in be made needed in mo 
cases Prices are steady at the prevailir market 

Steel Pipe 

The movement of steel pipe aggre ‘ ood volume 
Jobbers are not anticipating futur juirement n thei 
commitment but are content to keep their stoc] it suit 
able working levels by frequen l lt irked 
for immediate deliver) \bility of n to ship promptly 

making it possible for jobbers to follow this policy with 
out detriment to the demands of t I Consump 
tion is expanding from week to weel Mill prices are 
firm and unchanged at the level in force ince early in 
1923, while jobbers’ price il tead though they reflect 
narrow margins of profit 

Wrought Tron Pipe 

Large operations under construction are taking a good 
tonnage of wrought iron pipe against orde! previously 
placed, and jobbers’ out-of-stock les are holding up well 
Thus, the Chicago territory reflects a good, steady busi 
ness in this commodity, which, if anythir increasir 
New contracts are being held back to some extent on 
count of labor uncertaintie The deliver 1 yn is i 





B' SINESS in plumbing and heating, while ex- 
panding slightly, continues spotty. In most sec 
activity seems to be about a 


tions of the country, 


month behind what was expected by this time, and 
various reasons such as unseasonal weather, labor 


uncertainties and a disposition on the part of buyers 
to delay placing orders for known needs, are advanced 
as responsible for such a condition. However, actual 
needs are becoming larger and more pressing daily 
and, even though an extensive movement of material 
is not steadily under way, jobbers’ turnover is at a 
good rate, and necessary replacements from manufac 
volume. Deliveries in all 


total a substantial 


lines are satisfactory and jobbers are finding 


turers 
no diffi- 


culty in keeping stocks at suitable working levels. 





ADVANCING SEASON BRINGS IMPROVEMENT 


The market structure continues firm Mt ther 


1 


boiler manufacturer has issued a new sheet ly 

his prices on both riveted and welded boilers to those 
of some other makers’ welded bole recent tab 
lished; but, with this exception, manufacturer 1 
tations are being well maintained and hi: it cl e 
this week. While reports of price cutting among job 
bers are never lacking, wholesalers 11 t yf 
the country are said to be operating on a ( 


basis than has been the case for many montl Profit 
margins, in many cases, are narrow, but the market 
is generally stable. Competition among contractors 
continues to bring out low price ut the general 
soundness of the market is said to be eliminating 


much of the former speculation 
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Memorize c 
these advantages 


These are the principal features of the T N 
ONE-PIECE Water Closet -a complete unit 
that not only improves the appearance o! t 
job but that decreases the labor and actual! 
means a saving to the owner 


The T N ONE-PIECE Closet is now nat 
ally recognized as a step in advance in « t 
design. It gives you talking points no other 
unit has it gives you the opportunity to 
make real profit and secure real prestige by 
handling it! Write for full particulars 





W.A.CASE & SON MEG.Co. 


220 DELAWARE AVE. BUFFALO, N. ¥ 
POTTERY: ROBINSON, ILLINOIS 


Patented and Patents Pending 
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good shape, mills being able to ship prompt \ 


needed. “Mill prices are firm and unchanged E 





1923, the last sheet was issued, and mill 


ever since to prices established at that time 


Enameled Ware 


shipments are in slightly larger volume t the 


terns Prices are firm and unchanged 


Pottery 


rel 


when jobs are ready for fixtures. Consumption needs 


as needed There has been no change in prices 
Range Boilers 
facture! 


Under date of May 15, another large manufac 


sued a new sheet, in which prices of both its riveted 


did, and this new sheet represents a reduction of app 


mately 74% per cent from its former price where 


2 





the others the reduction was approximately 
from their previous sheets In the case of all new sh 
llowed on car 


issued, an extra 5 per cent discount is a 


tials are withdrawn, thus making the new price lig 


higher than those quoted earlier in 


it is said that some offers of extra differentials are 


place, at least one manufacturer states that he will 


in staying in the market in its present condition 


As for business, most jobbers are well stocked 


makers have little business on their books: others 


at factories make possible prompt shipment 


Plumbers’ Brass Goods 


gating a fair new business for manufacturers of 

tubular and cast brass goods In the case of many 

bers, fill-in commitments are all that are nece 
} 


‘ 


are unchanged 
Boilers and Radiators 


Current needs are being well taken care of out of 


have been well built. Thus manufacturers ale 


now and needs can be handled promptly Prices are 


hanged 





Specifications are being released more willing ord 
ing to some manufacturers, and, as the trade is taking 


from the jobbers the material required on specified jobs 


time, many jobbers still have in stock the fixtures tak 


in in readiness for release by the trade, and thus are 
placing a large amount of new business Factory stock 


are ample and quick shipment can be made of most pat- 


Some increase in shipments is reported by a few manu 


facturers. Jobbers continue to purchase only in ab 
the same volume as sales, as a rule keeping their sto 
down to minimum working levels A nice volume 


ture business is booked on special ware, to be relea 


general, are expanding, but the movement of pottery 
still under what many had expected by this time Ade 


quate stocks at potteries assure prompt filling of orde: 


welded boilers were reduced to those of welded boil 
recently named by several other concerns This compa 
did not advance its prices in March when most othe! 


lots, and the statement is made that all previous preferen 
the vear Howey 
being made While these various change are taki 
tinue at the higher prices which he established definitely 
in December, and some others seem to have little intere 

thus, even though their sales are increasing, new buying 
from the manufacturers is said to be negligible Some 


good order files of low-priced business Adequate stocks 


Jobbers’ ordering of small-sized, assorted lots is aggre 


sary 
keep their stocks at a suitable working level, in addition 
to the orders which they have in, scheduled for release 
later on. As arule, manufacturers are in position to ship 
promptly Prices of both tubular and cast brass goods 


bers’ and the trades’ stocks, which, in the last few weeks 


mainly for future delivery, representing, as a rule, cover 


age on specified jobs Deliveries are well up to date 





The entire industry throughout the New York section 
continues to show a gradual improve! t ft week 
week Spring business on tl vhole ha ee! d it 
spite of the fact that activities for this season of tl ‘ 


have been delayed five or six week 


The issuance of building permits during the f fo 
months of this year in the leading Westchester Count 
municipalities exceeded 3 000.000 tr} e figt , 
ish ew high record, being nearl 0 per cent 
than the new construction undertaken during these mont} 
of 192 Most of thi int beir expended for } 
construction of single family home 

Some manufacturers are beginning ‘ ea 
immediate shipments on goods scheduled for June de 
ery New busines is coming In t é onal rate tr 
entries are for both stocks and jobs which wholesal 
have contracted to supply Maker tocks generally ar 
becoming reduced, notwithstanding the heavy Ipp 
on hand sixty days ago 

In many instance »bbers in tl region are now buvin 
for stock. Their policy of not doi ( em » have been 
overcome a he resu f red bor readjustment 
The comparative steadine of price on mater or 
monly used nd the relat } irnove have rad 
much to do witt e-establishment f buying onfidence 

Soil Pipe 

A good nove ! oO pe t iD th tlh 
nanufacture ind f ) , ty 1 
fairly ubstanti né ) 1 \ if turer 

tock ire reatl ) I nt that de 
liveri " ter 1 \ thern foundries 

e holdin irm Keb } 

Steel Pipe 

( ! J puVvil ‘ | ! juantitie large 
enoug) let to make ibstantial demand 
or he Ils | ) j ovement continue ‘ 

! f htl Abundant mil toc} insure prompt 
eliveris There has been no change in price 
Wrought Tron Pipe 
Price have not hanged lobb t 1 ) ve] 
orted stoclh ind are ble care for the de ind rf 
the trade promptl } t tl mill il ni mal 
iY immediat« lip? possible 
Knameled Ware 
Manufacture ntinu to_repor I n ( 
business Jobber tocks are not part 1 ly hea con 
equently, the needs of plumbing contractor ire rejected 
in the ordering ot vholesaler Deliveri« re ade 
promptly Prices are unchanged 
Pottery 
Manufacturers continue full ipa n al 
effort to maintain satisfactory shipment Demand fron 
master plumbers i eavy enough and of sufficient eadi 
ness to warrant advance buvil by jobbers ir I ase 
Prices have not changed Deliverie in n t ir 
made promptly 
Plumbers’ Brass Goods 
Some maker of both cast ni ibular good re run 
ning slightly behind on shipment 1 few iter This i 
due to a decided increase n order fror A ylesalet Ir 
many instances, jobbers ha lea June pecification 
and are clamoring for immediate lit nt Price are 
firm and unchanged 
Range Boilers 
Practicall all manufacture! ive ued new heet 
which show a paper reduction in pri T 0 and 40 | 
lon size The policy of quoting preferential which h 
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Domestic Engineg C: 
The Cojng 


Between the } a 


Standard Catalog Size 
73,” x 1054" 
Price $5.00 










1291 
Catalog pages 
13,000 illustrations 

1976 pages in all 
Bound in imitation leather 


The manufacturer whose catalog is in this Directory may be 
assured at all times that it is in the hands of the people he wishes 
to reach. It is on the buyer's desk all the time instead of on a shelf 
or possibly mis-filed where it cannot be easily located when wanted. 
The pages are revised each year and kept up to date for only a 
fraction of the cost of a new individual catalog. 


Concerns who are not yet using the service are missing one of 
the most modern sales opportunities ever afforded them. A com- 
plete catalog with all necessary buying information can be con- 
densed into a comparatively small number of pages and reproduced 
in this Directory at a surprisingly low cost. This means the dis- 
tribution of the catalog to all wholesalers in the country and that 
it will occupy a prominent position on the desks of the buyers. 


Clip and Mail This Coupon 


oes ae ee ee ee ae 


I Please send us a copy of the 1926 edition of Domestic ! 
l Engineering Catalog Directory in accordance with the spe- 

1 cial approval offer. We will either remit $5.00 or return the | 
i book within 30 days i 
l Name | 
| Street 1 
l City State I 
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1900 PRAIRIE AVENUE 





May »? 


Plumbing anati 





Domestic Engineerig Dire 
to the plumbing and hegstry | 
demand for a medium hich 
plumbing and heating mand | 
brought into closer touc 


The first edition immeeivec 
from all branches of thq Fou! 
published—each one fulffe nea 
than the previous ones. 


The 1926 edition, ofhere | 


available, is the largest 4com] 
tains the catalog materiqamanu 
and heating supplies, 01291 
completely revised and up t 
edition. This gives thee ass 
latest available informat{whic 











Many jobbers and othtity | 
this Directory almost ey as } 
file and purchasing guiq fine 
venient to have their catéerial 
cover with each item 1 
an immense amount of 


become out of date or m 
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Catalog Directory 

g Link 
tand Seller of 
anating Supplies 


A sample of the many letters 
received from users of this 
Directory, expressing 
appreciation and 
satisfaction. 





sa 











rirg Directory was introduced 
heqstry in 1923, to meet the 
hich the manufacturer of 
nd his markets could be 


complete of any. It con- 
anufacturers of plumbing 
1291 pages. All data is 


e 


Buyers using Domestic Engineering Catalog Directory find 
sthtity buyers are now using it indispensable and invariably they want the latest edition. 


: } In addition to the Catalog Section with some 13,000 illustra- 
find it much more con- tions, the Classified Section contains listings of over 2,000 plumbing 
t¢erial bound under a single and heating items with trade names and names of the manufac- 
turers. Every article is completely indexed making it easy to locate 


inad cross-indexed. It saves or 
. instantly the source of supply. 
[ Mmerly required to look up 
tor latest ones when they Fill out and mail the coupon on opposite page for your 


m the files. 1926 copy if you have not already ordered. 





Special Approval Offer 


As a reader of ‘‘Domestic Engineering’’ we want you to 


' R ] N c C O M PAN Y have a copy of this Directory for inspection and approval. 


We feel sure when you see the book you will desire to keep it. 





If for any reason you wish to return it after thirty days’ free 
Tl ARTMENT examination, you may do so without obligation. 


Take advantage of this liberal offer and mail the coupon 
today. There are only a few copies of the 1926 edition left. 








$3 CHICAGO, ILLINOIS 
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pre iled for some time has been discontinued, the revision Plumbers’ Brass Goods 
of sheets making the actual price to wholesalers about the One tubular manufacturer finds releases against con 
me as former] A fair quantity of range boilers is be tracts coming through faster than they were. Otherwise 
ng sold for immediate delivery. Jobbers’ stocks are being the change from a week ago is slight, with slightly-under 
kept at a normal working level Deliveries are made normal current demand for both cast and tubular goods 
prompti Firm prices from the manufacturers are the rule. Deliv- 
Boilers and Radiators eries are prompt 
These products continue to move actively along the en Range Boilers 
tire line of distribution. The needs of heating contractors Many jobbers, apparently believing that the low price 
t this time exceeded those of last year during this month level has been reached, are now buying range boilers more 
Both anufacturers and distributors have adequate stocks freely The actual consumption by the trade is fair. No 
Shipments continue to be made without delay Prices are price changes have been reported. Deliveries are prompt 
irm Boilers and Radiators 
> Present current demand is not heavy, and many manu 
P I | | | A I) kK. | P H | A facturers are now building up stocks in anticipation of 
vines 2 - . future call Prices have not changed. Deliveries ar: 
Philadelphia is practically six weeks behind last year satisfactory 
it the present writing The volume of plumbing and heat 
ing goods installed in this territory during the first half YY y ‘ T ‘ 7 
ff May is approximately equal to that which was being N KW KN GLAN D 
ised the first of April, 1925 In addition, a few jobber 
report that the total volume for the year to date will not Greater activity in the building industry has been no 
exceed that of the first three ei ad 1925 ticed during the past two weeks, but though there is a 
Conditions are improving, however, as the weeks pass fair volume of business being done, there is not the usual 
and building construction begins its swing toward summer hustle that is usually seen at this season. Buying still 
time schedules. There are now very few men in the trade continues more for immediate requirements than for a 
vho expect the total sales to equal those of record-break carry and with the gradual increase in demand a better 
ing 1925, but the work which will be done will provide volume is noticed 
ery tisfactory profits for both jobbers and masters if In this section, particularly, jobbers appear to have 
price conditions do not become badly unsettled Such a stopped to a great extent the ruinous price cutting that 
; ibility appears unlikely, as fair price levels have been “® for so long in evidence and, as a result, a et mar- 
maintained so far this year, and it is not expected that the *®!” of profit is being made on a eater MACETR OF business 
lackne that has prevailed to date will be duplicated volume Manufacturers’ prices are firm. This is par- 
juring the second half of 1926 ticularly true in the brass market and manufacturers of 
Buying by both contractors and jobbers continues to be this commodity are still sending out price withdrawals 
practically all for immediate needs and most manufac There is a good volume of business of the larger, more 
turers are now arranging their production schedules to extensive type, such as mercantile and hotel buildings, 
meet this condition, many asserting thejr belief that thi stondily — on to — awe _— -~ oe a 
ethod of buying will be prevalent for some time to come good number of smaller projects, such as the single and 
Soil Pipe apartment house type Architects are still busy on plans, 
Jobbers ales are steadily increasing and this has many of which are about to be put out to contractors for 
caused a slight quickening of the demand on the foundries figures and it appears that there will be a high ions nate 
rr this product, as the average wholesaler has not large season when it gets under way. For some time business 
stocks on hand. Prices have not changed during the week has been spotty, in that in one city the trade is apparently 
Deliveries are being made promptly busy, while in the next city or tewn conditions are just the 
Steel Pipe reverse As warmer weather reaches this section it is 
Demand continues steady, with volume better than fair evident that the business is here, but temporarily held up 
Steady prices from the mills and prompt deliveries cause Inspite of what appears to be an attempt to stir up con 
most jobbers to order only for immediate needs and not tention in the ranks of labor, there appears to be a con- 
lay in stocks dition of satisfaction on the part of union labor and little 
: evidence of unemployment Taken as a whole, conditions 
oe — —_ are slower than usual but improving, and business men 
\s is usual in the middle of the month, demand upon appear to be satisfied with the appearance of the future. 
the makers is not large. Wholesalers are not experiencing 
a heavy drain on their fair-sized stocks, and are buying Soil Pipe 
only for immediate requirements Prices from the mills Prices continue to hold at even levels and manufactur- 
have not changed. Deliveries can be made promptly ers are shipping steadily on old orders. Little new buying 
Enameled Ware is reported as jobbers are all taken care of for needs of the 
Better business from week to week is the report of the Present Demand holds up well and usually consists of 
manufacturers generally Future buying is still slight. many small lots rather than carload lots. Jobbers are 
for special ware, but jobbers are taking good holding stocks at levels that insure their being able to 
needs arise and foundries have 


except 
amounts from warehouse stocks of manufacturers 
Prices generally have not changed Deliveries are 


prompt 
Pottery 

conditions week ago 

the 


reached 


in over a 


noted 


ot 


Little change is 


when pottery was being moved from 

While 
expected 
April 


securing 


a fair amount 


jobbers’ warehouses demand has not yet 


the May maximum by many potters, shipments 


than in Prices have not changed 


difficulty 


are greater 


in prompt shipments 


There 


is 


no 


render prompt service as 


apparently anticipated jobbers’ requirements so that ship 


ments are coming through in good time for needs 


Steel Pipe 


There has been no change, either in price or conditions 
Jobbers are having a steady demand for many small lots 
all of stock without any 
trouble practically 


capacity and are assembling stocks in anticipation of job 


which are being handled out of 


Mills are reported to be working at 


bers’ needs 
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Wrought Iron Pipe 

Prices are firm. Demand is steady for small lots, with 
jobbers releasing from mills only such material as will 
keep stocks at good working levels 

Enameled Ware 

Demand on the jobber is better than for several months 
and indicates that many jobs have reached the finish state 
Jobbers’ buying is limited to near-by requirements and, 
although frequent release orders are entered with the 
manufacturers, they are not heavy, and indicate that the 
jobber is filling in low spots rather than buying for a 
carry. Manufacturers are carrying ample stocks for all 
needs of jobbers and this ware is moving smoothly 
through the usual business channels. Prices are steady 
and firm. 

Plumbers’ Brass Goods 

Demand on the jobber still holds up well and a good 
volume is being moved. Plumbers are buying in fair vol- 
ume but not heavily as the strength of the market makes 
itself manifest. Jobbers are carrying well-assorted stocks 
of good size, and, as a rule, orders from the trade are 
being handled promptly. Some of the smaller brass 
manufacturers who were making low prices during the 
Spring have apparently been swamped with business and 
are slowing up on deliveries 

Pottery 

A fair demand on the jobber, whose stocks are being 
held up to good service levels, appears to be the story in 
this commodity. There is no heavy demand by either 
jobber or his trade but the steady drain in small lots on 
the jobbers’ stocks necessitates frequent factory shipments 
and a good volume of business is the result Prices ap 
pear steady as a whole, with some cutting to push sales by 
some of the smaller houses Potteries claim to have a 
good business on file and to be moving about the norma! 
tonnage 

Range Boilers 

A steadv, small demand by the trade, with jobbers buy 
ing little at this time and with manufacturers well stocked 
appears to be the general story in this material Prices 
seem to have reached a uniform level, although it is said 
that boilers are being offered to selected jobbers at less 
than published sheet prices. There appears to be a lack 
of confidence in the stability of the market, with the result 
that jobbers’ buying is limited to small purchases and 
their customers are buying only for actual jobs in hand 

Boilers and Radiators 

A slow demand at present, although the aggregate ton- 
nage moved runs up into good figures. Manufacturers and 
jobbers appear to have booked a good future business 
Prices are following the sheets and little is heard of any 
changes, or of inducements being offered to attract busi- 


PACIFIC COAST 


Conditions on the Coast show very little change and. 


ness. 


taken as a whole, are favorable Some jobbers report a 
slackening in new business received, but are under the im- 
pression that this is only temporary and, before the end 
of the month, business should equal, if not exceed, May of 
1925. The market continues to have a strong tone, in so 
far as prices are concerned, and may be said to have never 
been in a more stable condition. 
Soil Pipe 
There continues a steady demand for this commodity 
and, while sales are mostly in small lots, the total ton 
nage being moved is well up to normal. Distributors gen- 
erally have ample stocks. Coast jobbers are receiving 


practically all their tonnage via the Panama Canal and it 
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is necessary for them to anticipate requirements sixty to 
ninety days in advance 
Steel Pipe 
A steady demand for steel pipe continues with no indi 


cation of either increasing or decreasing in the near fu 
ture Distributors generally have ample stocks on hand 
and enroute from the mills Prices to the trade, while 
varying somewhat in the different jobbing centers, are. as 


a rule, holding firm 
Enameled Ware 

There is very little change in the enameled ware situa 
tion on the Coast Most buying is still being done in small 
lots for immediate requirements This applies equally to 
both plumbers and jobbers Prompt deliveries can be ob 
tained from Coast factories on practically all items 

Pottery 

Pottery sales continue in small lots for actual require 
ments only and there seems to be no indication of any 
inability to secure any amount of staple ware from any 
source at short notice Considering the amount of ware 
on hand and being made on the coast at present, which 
is actually in excess of anticipated requirements for some 


time to come, there is very little likelihood of any notice 


able change in demand in the near future, as far as indi 
vidual jobbers are concerned Prices to the trade, whil 
varying in the different jobbing centers remain un 
changed 
Plumbers’ Brass Goods 

There continues a fairly well maintained demand for 
this commodity in both cast and tubular goods There is 
a considerable amount of cast goods being manufactured 
on the Coast and offered to the trade direct, in addition 
to what is being distributed by jobbers. Recent factory 
advances by some of the Eastern makers have not, up to 
the present writing, been reflected in jobbers’ prices 

Range Boilers 

Current business on range boilers continues light and 
very little change in demand is anticipated in the near 
future Prompt deliveries can be obtained from all 


sources of supply 


The Metal Market 
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MASSACHUSETTS SANITARY CLUB TO 
ANNUAL FROLIC 
The Ma 
tual summer frolic on Thursday 
Machinery Co.'s club 
Beverly, Mass. The 
last till midnight Joseph A. Maynard, } 
Boston Brass Company, Waltham, Mass 


the outing compan) 


sachusetts Sanitary Club will he 
June 10t 
Shoe 


affair will start at 1{ 


OAKLAND SALESMEN HOLD FIRST “BOSSES NIGHT" 


Fifty-two guests 


members and 


Night’? of the Cal 


were 
first annual ‘‘Bosse 
tion of Plumbing and Heating Sales 
was held on May 7th at the Athens Athle 
city President M 
who was toastmaster, welcomed the 
of the association, and gave a brief hist« 
ciation and of its aims and ideals E. R. 
American Radiator Co., also gave a short 


Ross Clark, manager of the San F 


house and golf 


men of Oakland which 


Geary. of Holbrook. Merrill & Stetson from Pittsburgh, Pa 


guests in the name Company 


Lo MMI 1 1 } TN PIN (; May 22, 192 


the American Radiator Co., responded to th: 

f me for tl guest and congratulated th 

<atenge ood work done during the two year 

tence Entertainment was furnished by the 

: ( b orchestra and by several professional enter 
I nd danced 





14 ‘ 

Kk. T. G. A. ANNOUNCES TOURNAMENT DATES 
; Tentative plans for meets of the Eastern Trade Golf 
ociation this summer have been announced by th 
t I ent mittee, headed by Thomas M. Kellogg « 
lr} I p & Babcock Sales Co. The May meet was held 
I H St Island on the 18th In June, the 
el ill journey to Montclair, N. J., where they will 
l the course of the Montclair Country Club. The date 
be either the 15th or the 17th July 29th has been 
ted for the following tourney, with the Scarsdale Golf 
Club at Scarsdale, N. Y., as the scene The links of the 
: kamaxon Country Club, Westfield, N. J., will be 

» 1 over on August 17th 
AN A. P. H. 8S. SONG 

\ new salesman song has just been written by William 
Kruege vew Jerse representative for Hart & Crouse 


( tica, N. Y., and secretary of the 


sociation of Plumbing & 


New Jersey Chapter! 


Heating Sales 


n M Krueger has dedicated the song, which is to be 
ing to the familiar old tune The Wearing of the Green,’ 
N Jersey Chapter The words follow: 
n 
vi i pride 
y r y os} 
J 
T 
And if ire juare and honest 
eleome here for you 
CHORUS 
Do ra button 
\ t ! £ d and blue 
\\ | \ I Hi ~ t 
Wi it means a lot to you 
re working 
(or oO Vhileé e Play, 
I Ww neh together 
I t sa 
’ t} \ nd r ibility 
Wit ce ( I ost 
= r P” for perseverance 
HOLD THIRD 
I put I ng across 
The m6 6S 1 t important 
ld its third an For Honesty it stand 
S” for Success is ringing 


h, at the United 
Throughout this Great Big Land 

grounds at 

) a.m. and will CHORUS 

He Do u wear that button, 


it it on right, now 


yrresident of the 





i ehairman o et us see you, 


Oh Roy! but you're a WOW 
working 

Or join us while we eat; 
Make it snappy—make it NOW, 

You will find e’re hard to beat 

present at the 
ifornia Associa 
MASTER PLUMBERS VISIT SPEAKMAN PLANT 
tic Club in that On May 5th a delegation of seventeen master plumbers 
visited the plant of the Speakman 
Wilmington, Del., 


plant in order to see the manufacturing methods of 


and made an inspection tour 
ry of the asso of the 
Anthony, of the the 
talk 


rancisco 


concern A similar trip was made on May 12th by 


delegation of sixty masters from Reading and York, Pa 


Calit to the Speakman factory 
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Hudson Portable Shower No. 200 


Shower is made of 5%" O. D. brass, heavily 
nickel plated and 3%" corrugated rubber 
tubing. Special coupling with renewable 
washer to prevent blow-off of rubber 
from stem. Furnished with 24’ curtain 
ring, 74" rain head, heavy white duck 
curtain, nickel plated curtain pins, 5’ 
highest grade rubber tubing, nickel 
plated screws, aluminum bylb connec- 
tion to bath cock and adjustable cast 
flanges. 


Packed in individual cartons. 

























HUDSON BRASS 
WORKS, INc. 


16-20 Nassau Street 


Brooklyn - - N.Y. a 


ENGINEERING 


Hit The High Mark 


Of Profit 


with 


HUDSON 


Portable Showers 





Many homes have a permanent 
shower installed in the bathroom— 
many more have not. In either 
case you will find it easy to sell a 
HUDSON Portable. These famous 
showers are perfectly constructed 
from the highest grade materials 
and have a quality of finish and 
reliability of operation usually asso- 
ciated only with much higher priced 
equipment. Yet—they easily fit the 
pocketbook of the small home- 
builder. 


Your Jobber Can 
Supply You 















ORD rrr a) 


Write for 
Catalog 
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Outside shell and cap of 
rust resisting, c r bear- 
ing steel. Finish: Duco or 
“hot-dipped” galvanized. 


2%" heavy seamless tube. 


Spouten, non-corrosive, 
alloy-case heating unit. 
Staggered flues. Big water 
na (Patent applied 


Dead air. Positive insul- 
ation. 


Cold water inlet with 
drain cock 


Double Seal seams — both 
riveted and welde 


Barber burner. Trouble- 
proot 


“Hot-dipped” galvanized 
drip pan. 
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Scientificall desi J 
draft hood. . ane 


STAR-DEE thermostat 
Instantaction. No 
springs, toggles or mag- 

ate. (Patent applied 
or). 


Temperature adjusting 
screw with wide range. 


Extra Heavy storage tank 
of copper bearing steel. All 
seams Double Seal — both 
riveted and welded. 


Heating unit entirely 
removable. 


Flare prevents condensa- 
tion (of which there is very 
little) from dropping on 
burner. 


Blue flame pilot. 


STAR-DEE safety control. 
Shuts off main gas supply if 
pilot is not burning. ‘Pat 
ent applied for). 


Cast iron base. 


Detachable cast iron legs. 
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A NEW and 
RADICALLY~ 
IM PROVED~ 
WATER HEATER 








If 


Safety 

Freedom from service 
Assured profit 
Economy 

Easy installation 
Low cost 

Durability 

Wide market, and 
Sales cooperation 


mean anything to you in connection with a water 
heater, you are going to be vitally interested in the 
STAR-DEE Gas Fired Automatic Water Heater. 


Look over the outstanding features detailed on the 
sectional view shown on the opposite page. 


Note the revolutionary method of incorporating 
the heating unit in the tank itself, which puts the 
heat into the water and not the water in the heat 
which secures large water passages and does away 
with the disadvantages of coil or spreader. 


Note the safety control on the main gas line. If 
the pilot goes out for any reason, such as turn- 
ing off the gas by the Gas Company or the creation 
of an unusual draft, this safety control commences 
to function by closing off the gas to the burner, 
which cannot be turned on except by re-lighting 
the pilot. This feature alone will sell many STAR- 
DEE Water Heaters and will protect owners from 
serious accidents and possible loss of life. The 
STAR-DEE is the only inexpensive heater on the 
market equipped with any type of safety control. 


Note the simplicity of the thermostat action, which 
is secured without the use of springs, levers or 
magnets. This thermostat has been proven in serv- 
ice and individual units have functioned many 
more times in laboratory tests than would ever be 


mecessary during the lifetime of a heater. This 
thermostat can be easily adjusted on the job. 


These three features all have patents pending. 


Note the Barber burner, which has thoroughly 
proven its value and which because of the instant 
action thermostat and the use of a separate pilot 
is either entirely out or burning at the point of 
highest efficiency and which will neither soot up 
or flash back. 


Burners furnished for natural, artificial or mixed 
gas. 


Note the storage tank made of very heavy rust- 
resisting copper-bearing steel and with the well- 
known DOUBLE-SEAL Riveted and Welded 
construction at every seam. Sufficient to say that 
the quality of it equals that of the well-known 
STAR NACO Boiler. 


There are many other points of merit all of which 
can be summed up in the simple statement that 
the same high quality, which has always charac- 
terized the products of the Detroit Range Boiler 
& Steel Barrel Company, is being built into this 
heater. 


The heater will be made in accordance with the 
long established and well proven Company policy 


“Through the Plumbing Trade Only” 
and will be so labelled. 


Service tests have convinced us that through low 
gas consumption, low radiation loss and unusual 
heating efficiency, the STAR-DEE Automatic is 
the most economical and efficient water heater in 
its class. 

Further, and very important from your profit 
standpoint: The STAR-DEE Automatic will require 
practically no service, for the things that require 
service in most heaters have been eliminated. 


ee ee See 


Write for complete information on the STAR-DEE Automatic 
Water Heater to the Main Office or to our nearest Branch. 


Detroit Range Boiler & Steel Barrel Company, Detroit, Mich. 
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“They Keep a-Running’’ 








14, Horse Power Century Repulsion-start 
Induction Single-phase Motor 

















Rural Installations 


The “Keep a-Running” ability of Century Repulsion- 
start Induction Single-phase Motors has been proven 
of particular value in many thousands of installations 
in rural communities and on farms. 


A single-throw switch is all that is neces- 
sary to start them. 


Ss 


g automatic in operation, if the cur- 
supply is interrupted they will 
. without attention when it is restored. 


3 One horse power and smaller motors are 

regularly furnished with the Century 
Wool-yarn System of Lubrication, assur- 
ing at least one year’s 24-hour-per-day 
continuous operation without re-oiling. 


Bearings are made from cast phosphor 

4 bronze, the finest bearing material obtain- 
able — accurately machined to microm- 
eter dimensions and fitted with machine- 
cut figure-8 oil grooves. 


Bearings are always protected against 

5 dust and dirt by tight fitting dust collars 
and dust caps and oil well covers fitted 
with shellacked cork gaskets. 


Brushes last for years because they touch 
6 the commutator only during the starting 
period. 


Windings are thoroughly insulated to 
resist the dampness found around pumps, 
churns, separators and similar applica- 
tions. 


Century Repulsion-start Induction Single-phase Motors are 
built in all standard sizes from \% to 40 horse power. Tempera- 
ture rise not more than 40° Centigrade. Send for complete data. 





Century Electric Company 
1806 Pine Street 32 St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 




















4 to 40 H.P. 4 to 40 H.P. 
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Connecticut Adopts Public- 
Spirited Resolutions 


(Continued from Page 32) 


especially urging the masters present to have their so: 
enter the competition for the free plumbing scholarship 
or, failing in this, to send the boys to the course anywa 
Mr. Perham spoke of the accomplishments in apprentic: 
ship training by the Massachusetts Sanitary Club, mentio: 
ing the eagerness of the boys to join classes. He also an 
nounced that Massachusetts masters are working wit! 
officials of Massachusetts Institute of Technology towar: 
the establishment of a two or four-day conference in Jan 
uary similar to the one being held at Carnegie, and h 
believes this will be accomplished. 


REPORTS OF OFFICERS 

HEN came the reports of the officers, beginning wit! 
ta the treasurer’s report. The auditing committee fol 
lowed, then the special committee appointed to investigat: 
further a clause in liens discussed a year ago brought in 
a recommendation that in case a local bank or trust com 
pany will not agree with the provisions the master refus: 
to sign waivers. This committee also believes that th: 
partial payment idea discussed in 1925 should be a matter 
for local adoption. 

After the essay committee had reported, Chairman Ber- 
ger made his report on the year book and also his report 
on the 1925 national convention and the secretary his 
statement of the 1925 outing. As the legislature had not 
been in session, that committee had no report, and the 
resolutions committee was called upon, with the results 
mentioned earlier in this report. The convention then 
heard the sanitary committee and the memorial commit 
tees, following this by an endorsement of Thomas F. 
Nolan of Albany for national vice president. 


ELECTION OF OFFICERS 

LECTION of officers was in order, the delegates se- 
E lecting their former vice president, P. J. Brown of 
Middletown, as their next president. A. B. Dibble of New 
Haven was elected first vice-president, and Ray C. Arnold 
of Bristol second vice-president. George S. Bull of Hart- 
ford was re-named financial secretary and C. U. Neumann 
of West Haven was again selected as treasurer. The 
secretary will later be named by President Brown. Dele- 
gates to the national convention are President Brown and 
George Purdue of New Haven. 


ENTERTAINMENTS AND EXHIBITS 


NTERTAINMENT was excellent. The first evening a 

dinner was held at Dorscht Hall, followed by an ex- 
cellent entertainment and an informal dance. Everyone 
present was the guest of the C. S. Mersick Co., jobbers, 
at luncheon the following day, and in the evening a ban- 
quet was served at Dorscht Hall. After the banquet 
everyone repaired to convention hall to view the exhibits 
and listen to a splendid concert. The ladies were well taken 
care of, their program opening with a reception at the 
Hotel Taft Tuesday morning, a social hour at the same 
hotel in the afternoon and an automobile sightseeing trip 
Wednesday morning followed by luncheon at the St. 
George Inn, Wallingford. Naturally they were present at 
the dinners and the dance. 

The exhibit was novel in that it was opened to the pub- 
lic and, as its title of ‘‘Modern Homes Exhibit’ showed, 
consisted of other displays than plumbing and heating, 
although these were in the majority. This continued from 
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Never Split Model No. 
120 finished in genuine 
white Duco, as durable 
as it is beautiful. The 
price is exceptionally 
reasonable. 


Every seat listed in the 
Never Split Catalog 
can be furnished in this 
flawless white Duco 
finish 





“Sudden changes from very damp to very 
dry atmosphere, and Never-Split suffered no deterio- 
ration. Over fifteen years’ actual service in the tropics 
is certainly convincing proof of Never-Split quality.” 


So writes a plumber from Havana, Cuba. 


A seat with joints that are only glued could never stand service in the tropics as the 
Never-Split does. The unequalled durability of Never-Split 
Seats, in every climate, is the result of the famous bolted joint 
construction. With a grip that never loosens, the four bolts 
hold the four sections of the seat together as an inseparable 
unit. It can’t split or crack. 


Of course, only the finest grade of properly seasoned lumber 
can withstand the tight grip of these bolts without pulling out. 
This famous bolted joint construction could not be used with 
any but the finest materials. 


And what is true of the seat is true of the hinge. It is made of the 
finest quality new brass and so well set in that it never loosens. 





A model of the famous bolted joint construction, attractive metal sign 
and enveloped stuffers are furnished free to every Never-Split dealer. 


Evernu is the perfect seat. NEVER SPLIT SEAT COMPANY | 


The interior wall of special Dept. 25, Evansville, Indiana, U. S. A. 


hard rubber of great 
strength and the outside Founded 1905 
surface of solid color hard 


rubber are vulcanized The Largest Manufacturers of Toilet Seats in the World 


ever Split 


into one lasting piece. 
Woop ToiILet ai 
WNW Silly 


f 
; 
| 
f 





hollow center provides 
lightness with strength. 
The hinge is as durable as 
the seat. 





No finish to wear off. No 


joints to open up. The 
Mention Domestic ENGINEERING when writing advertisers. 




















Relief Valve G-9050 shown in illustration, 
should always be used in connection with 
Mueller’s regulating valve G-9000 when 


water is heated for domestic use. On hot 
water systems there is danger in overheated 
water it frequently causes range boilers to 
explode. Mueller’s G-9050 eliminates that 
danger by automatically relieving the pres- 
sure. These devices provide a service that 
is absolutely satisfactory. 


DOMESTI¢ 
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Be Sure 


That Your Installations 
Will Stand This PRESSURE 


The water meter, the heating 
boiler, the range boiler and even 
the piping itself may burst any 
time an emergency fire pressure 
is loosened into the water mains. 
It often happens -sometimes 
under the regular city water 
pressure. The results are al- 
ways ruinous and costly—-vastly 
more expensive than the cost of 
Mueller regulating and relief 
valves, which will prevent all 
such accidents. 

Mueller’s reducing and relief 
valves are the shock absorbers 
for domestic plumbing. The 
regulating valve receives the full 
force of the pressure in the 
mains, which may range from 


60 to 150 pounds. This pressure 
is reduced and delivered into 
the system it serves at 45 pounds 
or less. Severe strain on all 
the equipment and fittings is 
eliminated—-wear and tear are 
reduced to a minimum—saves 
water — prevents splashing at 
the faucets. When used in con- 
nection with Mueller’s relief 
valve and a Mueller strainer, 
the entire installation is insured 
permanently against dangerous 
strain. Better plumbers every- 
where are now urging their 
patrons to install these shock 
absorbers. Write for descrip- 
tive literature. Ask your jobber 
for full particulars. 


MUELLER CO. ‘&sta. 1857) Factories: Decatur, Ill., Port Huron, Mich. 
Canadian Factory, MUELLER, Limited, Sarnia 
Branches, New York, San Francisco, Los Angeles 


MUELLER 


Reducing and Regulating Valves 


(267) 
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uesday to Friday to give the public a chance to see the 
The hall was elaborately decorated and special 
1usic was given during the afternoons and evenings. The 
xhibitors included Coyne & Delany Co., Brooklyn, N. Y., 
vith Edward Delany, Lee M. Kellar and H. Caff- 
ray present. This firm showed its line of tank 
fittings and Delanyite tanks. The EverHot Heater Co. of 
with C. C. Fox W. I. Vallett present, 
showed its line of hot water heaters. The American Radi- 


isplays. 


James 
new 
Connecticut, and 
itor Company’s New Haven branch had a display of water 
Arcolas, Corto radiators, and 
valves. A. F. Devine and F. P. Richards were in charge. 
(. A. Dunham Co. of Chicago exhibited vapor specialties, 
with Duncan MacArthur of New Haven and Robert Mac- 
Arthur of Springfield representing it. The showing of the 
included its return line pump, 
Menzies of New Haven 


heaters, Vectos, radiator 


rrane Co. of LaCrosse, Wis., 
valves, traps and vents, with F. R. 
doing the honors. 


An excellent display of the Bridgeport-Keating flush 
valve featured the booth of the Bridgeport Brass Co 
Among the salesmen present were Stephen Hackley, 


Hecker, Jr., A. D. Guion, S. J 
Hobbs and H. S. Burr, Jr. The New Haven plumbing and 
heating contractors, Buckingham-Routh Co., 
cial equipment which included Home incinerators, 
iceless refrigerators, and Johnson and Nu Way oil burn- 
The John Wood Manufacturing Co., Conshohocken, 
Pa., was represented by W. Lawrence who showed Merion 
heaters and electric weld range boilers. 

Another plumber who exhibited was John of 
New Haven, who showed an Electric Furnace Man, made 
by the Domestic Stoker Co. of New York City and Vesta 
oil burners. Sinks and were the feature 
of the display of the Albemarle Soapstone Products Co.. 
represented by L. T. Montgomery. Still another master 
plumber exhibitor was Ernest Kannegresse of New Haven, 
who showed kitchen pantry sinks, while 
burners shown included the Aetna and the Northern, with 
John McCarter as the demonstrator. 

The Nash Engineering Company featured the Jennings 
centrifugal pump, sewage and vacuum heating 
pump. The Coe & Coleman Co., plumbing and heating 
contractors, had Oil-O-Matie burners and Ruud water 
heaters as their exhibit. 

F. L. Terwilliger and L. A. 
of the virtues of the boilers, ranges, hot air furnaces and 
tank heaters exhibited by the Thatcher Co., Newark, N. J., 
and F. J. Griffin of New Haven showed Perfection heat- 
ers, made by the Standard Oil Co. of New York. 


George A. Cornwall, N. B 


showed spe- 


Servel 


ers. 


Menzies 


trays of stone 


metal and oil 


ejector 


Byrne were kept busy telling 


Perrigo, Inc., New Haven jobbers, exhibited A. M. 
Byers Co. pipe, Gurney boilers and radiators, Lunken- 
heimer valves and Ohio Injector Co. products. R. W. 


M. Grant and W. B. Hoyt 
Bending Co. at its booth 
tank heaters, 


Applegate was in charge. W. 
represented the National Pipe 
where National Multi-Flow coal-burning 
storage and instantaneous, shown. The Kompak 
Company’s New England representative, W. A. Devine, 
held forth at the company’s booth, explaining its copper 
tank storage heater. Another interesting display was that 
of the Minneapolis Heat Regulator Company, with its tem- 
perature regulating devices the center of interest. 

The Bryant gas fired boilers were shown by the New 
Haven Gas Light Co., while O. Kartzmark, New Haven 
plumbing and heating contractor, exhibited his Kartzmark 


were 


Koal box. Another attractive display was that of the 
American Brass Co., which showed types of Anaconda 
brass pipe. Another enterprising master was William F. 
Gericke of New Haven, who showed Generoil burners, 


house steel boilers and Copeland 
Another mechanical 


Simplex small 
refrigerators. 


Heggie 
electric 
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200 Gal. Per Hour Pump 


5 GAL. PRESSURE TANK 
$895° List F. O. B. Dayton, O. 


Large Discount to Plumbing 
Contractors 
The Uniflow Shallow Well “FRESH 
WATER SYSTEM" equipped with i 
H. P Repulsion-Induction Motor is 


just the thing for small homes and 


h cistern installations, Get in on this 
| special offer Dealers are ordering 
like *‘Hot-Cakes.”’ 
Complete line of Shallow and Deep 
Well Pumps, Water Softeners and 
Tanks. There is a proper size 
for every job 
Write for ‘Green Book 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. Dayton, Ohio 


Sept 


— 








TRACE MAR 


Automatic Gas Water Heater 


Two men, bought water 
heaters. One bought a 
Humphrey. The other 
bought “something just 
as good—but cheaper.” 
That was 10 years ago. 
Today they both have 
Humphreys. 


Humphrey Company 
(Dio, Ruud Mfg. Co.) 
Kalamazoo ate Michigan 
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American Over-Rim Fillers 


Full 
Waterway 
Well 
Constructed 


A Splendid 


Fixture 


Ask 
Your 


Jobber 


AMERICAN SANITARY MFG. CO., Abingdon, Illinois 


HAMMOND “~S 
Valves 
This hot water radiator valve, — 
angle type, is nickel plated all p 
over, with rough + 
body and polish- ps 
ed trimmings. - 


oe 





2, 
- 


Male union. 
Threads con 
form to Briggs 
Standard di- 
mensions 
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THE JOHN DOUGLAS Co. 


CINCINNATI OHIO 
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The Seat You Have Always Wanted™ 


Because It Will Remain Permanently White 


Every Owner, Architect and Plumbing Contractor has always realized the unsanitary conditions 
of the ordinary toilet seats after a short usage. 
Worn off finishes, broken parts, open glue joints and stains are lurking places for filth and germs. Refin- 
ishing, new hinge parts, and finally entire replacements have been your troubles. We guarantee that 
FLJNTEX Hard Rubber Compound Toilet Seats will entirely eliminate these troubles. 
For years the accepted color for toilet rooms has been white, Bath-tubs, lavatories, water closets 
and other fixtures have never been considered in any other color. 


Why? The public has demanded that they be white for Sanitary reasons. Surely a water closet 
seat should be white. FLINTEX Seats can be furnished in either White or Black—eventually 
they will be white only, because public health will demand it. 


FLINTEX Seats will always remain sanitary because they are made of rubber compound 
vulcanized in steel moulds under hydraulic pressure and high temperature. They are moulded 
into one piece of solid rubber without joints and have a non-absorbent body. 


Assurance of Endurance 
Under actual test FLINTEX Seats have been cut in half and submerged in water for months 
without affecting the white finish or the rubber compound. Do you know of any other white 
seat that will stand this test. Moisture has been the most destructive element to all seats 


Claims of Superiority 
FLINTEX Toilet Seats have the following combination of superior qualities unequalled in 
any other seat. Appearance—Durability, strongest hinging arrangement possible. No wood 
core parts, no hollow spaces, more fire resisting than any other white seat. Absolutely sanitary. 
Stain proof—easily cleaned. Can be furnished to fit any wash down, syphon jet or reverse 
trap bowl. 
Guarantee 

FLINTEX Hard Rubber Compound Toilet Seats will stand more wear than any other White 
Seat made and are guaranteed for five years. We will replace any part defective through fault 


of manufacture. 
Our Offer 


We will ship to any Jobber or Plumbing Contractor express prepaid, a sample FLINTEX Seat. 
If unsatisfactory for any reason it can be returned with invoice at our expense. 


Factories 


General Office THE JOHN DOUGLAS CO. CINCINNATI 


CINCINNATI Since 1887 Manufacturers of High Grade Plumbing Fixtures TRENTON 








Our : 
Catalog 
im 7 
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quality and 
your jobber 
will supply the 
speed in deliv- 
ery if you buy 
from {him in- 
stead of direct 
from the fac- 
tory. 


It is to your 
advantage to 
buy in the 
local market. 


Insigt on 


Genuine 
Armstrongs 


es) oe 


Made only by 


ARMSTRONG 
MFG. CO. 
of 
Bridgeport, 
Conn. 


New York Office: 
101 Lafayette Street 
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| fittings, George A. Green; Hoffman Specialty Co. prod 





was the Iceolator, displayed by the National Refriger 
Co., New Haven. Crane Co.'s booth contained samples of 
Premier heaters and Crane water systems. John © R 
Storrs, New Haven exhibit room manager, was in ch 

C. S. Mersick & Co., jobbers, had several booths with 
exhibits of manufacturers shown. Included were 
strong traps with complete unit made of pyrex glass 
Other divisions are as follows: Kennedy valves, shown hy 
John J. Milliken, Boston manager, Sloan flush va 
represented by IH. E. Coe of New Haven; malleable 


ucts, E. R. Clements; Oster Manufacturing Co., Robert 
Chelstrom of Boston; Jenkins Bros., L. H. Sarre; (. F 
Church Mfg. Co., D. E. Warner; Morris Manufacturing 
Co., R. N. Witt; Hart Mfg. Co. of Cleveland, M. A. Cross 
of Philadelphia; Armstrong steam traps, A. E. Ulrich 
Ted 

Henry; F. E. Myers & Bro. Co., Harry Glymore; Black and 
Decker portable drills; Honeywell heating specialties, R 
Sanders of Boston; Ohio Brass Co., R. E. Shepherd; John 
G. Kelly, Charles Stumpf: Hotstream Heater Co.; Thomas 
Maddock’'s Sons Co., Ray Bloom of Boston; Speakman (o 
Joseph Wood and C. S. Shupe; Pittsburg Water Heater 
Co.; Beaton & Cadwell products, William F. Murphy; 
Republic Brass Co., T. J. Murphy; U. S. Radiator Corp 
and D. & T. Mfg. Co., G. R. Hires and R. S. Case, and To 
ledo pipe threading and cutting machine, A. T. Papineau 
Souvenirs distributed included boxes of candy to the 
ladies by the association, shoe horn and tree sets by the 


Monument Pottery Co.; U. S. Sanitary Mfg. Co., 


Thatcher Co., cigars by the same company, thermometers 
by the EverHot Heater Co., calendar clips and blotter pads 
by C. S. Mersick & Co., leather match holders by Bea- 
ton & Cadwell Mfg. Co., and automobile license holders 
by the Minneapolis Heat Regulator Company. 


NEW JERSEY CHAPTER No. 1 HOLDS THIRD 
BOSSES’ NIGHT 

The third annual Bosses’ Night of the New Jersey 
Chapter No. 1, National Association of Plumbing and 
Heating Salesmen, held at Achtel Stetter’s Restaurant, 
Newark, N. J., Friday evening, May 14, was an unquali 
fied success. From the standpoint of attendance there 
was little to be desired, as approximately 100 salesmen 
and their employers had gathered to listen to the excel 
lent speakers From the entertainment viewpoint, no 
more could be asked, as the speakers were men with real 
messages, talks that could not help but be of value and 
interest to every member present. 

E. R. Galbraith, chairman of the entertainment com 
mittee, had chosen his speakers wisely. After the dinner 
ended, the proof of this was soon evident when President 
Harry Homer rose and introduced the toastmaster, L. © 
Hart, New York manager of Johns-Manville, Ine Mr 
Hart is a trained speaker and knows how to conduct a 
meeting. 

He impressed upon the assemblage his ideas of the ideal 
relationship between employer and salesman, emphasizing 
the fact that tolerance is the most needed quality in busi 
ness. ‘‘We hear a lot about what sales managers expect 
of salesmen, but not enough about what the salesman 
should expect from the sales manager,” Mr. Hart stated 
Sales managership of the torch-bearing type instead of the 


| driving type is what makes salesmen do their best for the 


company they represent, the speaker believes 

H. S. Maddock, vice president of Thomas Maddock 
Sons Co., was the next speaker. Mr. Maddock, beggin 
the company’s pardon for talking about his own concert 
put asserting there must be something in their experien 
that would aid other firms, traced the development of thei! 
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On the Road to More Contracts 
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OOD fittin’s insure tight, 

leak-proof connections : - 
++++the safest way to insure 
perfect jobs, build goodwill 
and win new contracts. 


And there’s an extra measure 
of merit in using good 
fittin’s —Square “Gee” fittin’s. 
Because Square “Gees” 
come easy and fit tight— 
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they speed up work on the 
job. Lower labor costs. And 
put dollars of profit into 
your pocket. 


There’s one proven way to 
insure lower costs and repu- 
tation-building quality on all 
your jobs: Give the password 
to quality to your jobber’s 
salesman — Square “Gees.” 


THE GRABLER MANUFACTURING COMPANY 
Cleveland, Ohio 
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Thermostatic 


Control for 
Gas Heaters 


Safe—Simple— Automatic 


Here’s a real achievement—the Min- 
neapolis Gas Valve--a sure-operat- 
ing valve and safety shut-off com- 
bined. It operates magnetically 

no motor is necessary. Shuts off 
the gas flow, without fail, in case of 
a broken circuit or power failure. 


The Minneapolis Gas Valve makes 
any gas heating plant more efficient, 





Dietiemeeeeees cael 
INNESA 

MEAT RE 

RIES -10 ( 











more satisfactory to the customer 
and more profitable for the dealer 
because of simplified installation. 


A product that conforms to the high 
Minneapolis standard. Proved right 

in our laboratories and in actual 
service. Write us for complete in- 
formation. 


Minneapolis Heat Regulator Co. 


2801 Fourth Ave., So. 


The, 


\ 


A complete line of mag- 
netic valves for use in 
connection with stan 
dard type Minneapolis 
Thermostats can also 
be furnished. These 
valves, while similar in 
design, do not have the 
automatic shut off in 
case of power failure. 





Minneapolis, Minn. 


INNEAPOLIS” 


GAS VALVE 














Mention Domestic ENGINEERING when writing advertisers. 











beli 
an 
buil 
sale 
trer 
ness 
T 
Clu 
for! 
thir 
plo} 
liev 
loss 
is 
Ass 
gue 
dur 
jus' 
the 
tha 
of 








May 22, 1926 


business from the days when they sold only to a few big 
jobbers who used their own trademark to the present day 
when the largest customer uses only five per cent of their 
greatly increased output. A salesman needs first of all a 
good product, he believes, and then a one-price 
H's hobby is one price to all buyers of the same class and 
he decried the modern tendency to cut prices. Showing 
that other fields are also affected by this practice, he told 
of a salesman selling him material for the new Maddock 
plant who cut his own price three times after the Mad- 
dock company officials had decided to give him the job, 
but had not yet told the salesman of their decision. He 
believes jobbers’ salesmen can sell quality goods and cited 
an instance of work done by one of his salesmen with 
builders. “Get the replacement business,’ he told the 
salesmen. ‘‘New building has reached its peak, but a 
tremendous amount of replacement and old building busi- 
ness can still be secured.” 

The credit man’s viewpoint was told by H. S. Leland of 
Cluett, Peabody & Co., shirt and collar manufacturers. A 
former salesman himself, the speaker said that the four 
things a salesman must have are confidence, courage, di- 
plomacy and tact. A fifth is hardly less important, he be- 
lieves. This is ability to make collections and prevent 
losses of customers because of their failure to pay bills. 

George E. Keenen, president of the Eastern Supply 
Association and a jobber of 22 years’ experience, gave the 
guests the benefit of some of the things he has learned 
during those years. Salesmanship can be summed up in 
just one thing, he stated—tthat is the “heart.’””’ Warning 
the salesmen that their organization would be no better 
than its members, the speaker said an association is only 
of some good to those members who take an interest in 
it, live up to its code of ethics and try to make their in- 
dustry better. Touching on time payments, Mr. Keenen 
stated that he had recently become convinced of the ad- 
visability of selling plumbing and heating goods in this 
manner. Statistics show that last year the finance com- 
panies bought 700 millions of dollars in automobile paper 
and only 2 millions in plumbing paper. ‘I believe that in 
this plan we will find our bigger market we are searching 
for,” he summed up. Education is needed by the average 
master plumber, he believes, and the salesmen are the 
ones to help him secure it. To do this the salesman must 
keep up to the times. ‘‘Read your business papers. They 
will show you what is newest and best,” he advised. And, 
in conclusion, ‘‘The salesman of today is the boss of to- 
morrow. Do not condemn the policy of your house. Go 
to your boss and talk it over with him.” 

James T. Brennan, past president of the Jersey City 
Master Plumbers’ Association, noted as a friend of sales- 
men, then told them what they could do to help the mas- 
“Don’t sell the plumber what he doesn’t need and 
cannot sell. And don’t sell him in quantities that he can- 
not use. You make enemies for yourself and you help the 
master plumber to fail.’’ He then said that salesmen were 
responsible for many failures of master plumbers. “If you 
would not extend so much credit to master plumbers, con- 
ditions would be much better. Do not overload your cus- 
tomers with goods they cannot afford and which they prob- 
ably will not be able to sell. It is usually the fault of the 
salesmen when a master plumber cannot pay his bills. 
Live up to your code of ethics and you will be the right 
kind of salesman.”’ 

And then just a word from John H. Taylor, president 
of the New York Chapter of the Association, who was 
called upon by Toastmaster Hart. Mr. Taylor praised the 
idea of Bosses’ Night, believing that in no other way could 
the employer and the salesman come to a better under- 
standing of each other’s point of view. 


basis. 


ters. 
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Fig. 34 


WUESTHOFF 
China Spout 


and 


Ever-Dry Soap Dish 


is one of those innovations that 
always make people say,“Why didn’t 
someone think of that before?” 


Instead of the old time soap dishes 
full of “gooey” soap drippings, this 
one is always clean and dry because 
it automatically drains through the 
spout. 


Good to look at, convenient and 
sanitary to use, unaffected by sudden 
changes of water temperature, the 
WUESTHOFF CHINA SPOUT 
AND EVER-DRY SOAP’ DISH 


will sell fast and stay sold. 


Write Today 


M. W. WUESTHOFF CO. 


Vitreous China Plumbing 
Specialties 





786 Harrison St. San Francisco, Calif. 
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STEADY SALESMAKERS 


EMING WATER SYSTEMS can be sold just as easily as Automobiles and Radios 
if the same type of salesmanship is used. For instance, automobile and radio 
salesmen must sell their prospects on VALUE—dollar for dollar VALUE. 


When you consider that Deming Water Systems are built to last a lifetime and, on 
the average, can be bought for much less than automobiles and good radio outfits, you 
can sell Deming Water Systems on the basis of MORE than dollar for dollar value. 


What incentive is offered YOU to ‘“‘tie-up’’ with the Deming Line? Steady profits 
with no comebacks! Good judgment suggests that YOU sell pumps that don’t 
come back to customers that will. 


Catalog G’ illustrated above) is a go0d br0k to hice and sell from. Send for a copy and complete information. 


THE DEMING CO. Established 1380 Salem, Ohio 
A 


A Complete Line of 
Deming Automatically 


Oiled Water Systems 











The three typical Deming Water 
Systems illustrated are the ‘“‘Oil- 





























Rite” (Figure 809); the ‘‘Marvel” 
(Figure 2085); and the “‘Oil Rite” 
Deep Well Water System (Figure 
1062). Complete information 
about these and all other Deming 
Water Systems is contained in 
“Catalog G”, (illustrated above.) 
“OIL-RITE”’ 
Shallow Well 
System “MARVEL” 
Fig. 809 _ eet Electric 
. | Water System 
Fig. 2085 
“OIL-RITE”’ | 
Deep Well 
System 
Fig. 1062 
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THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








VITREOUS CHINA PLUMBING FIXTURE MANUFAC- 
TURERS HOLD STANDARDIZATION MEETING 
The manufacturers’ 
china plumbing fixtures met in Washington, D. C., 
12, for further conference on standardization and simpli- 
fication activities in that industry, At this meeting slightly 
different grading rules for lavatories were adopted than 


advisory committee on vitreous 


on May 


those previously set for closet bowls and tanks, as pub- 
lished in ‘‘Domestic Engineering’’ at that time. The rules 
regarding the grading of regular selection and cull ware, 


previously adopted, now apply to all vitreous china plumb- 
ing fixtures Rules for the latter 
will be available in the near future when minutes of this 


other than lavatories. 
meeting are released. 

The committee also adopted a tentative list of standard 
practices and appointed an executive committee, of which 
A. M. Maddock 
ber 21, was set for the next meeting, also in Washington, 


was made chairman. Tuesday, Septem- 


and the day following for a general conference with large 


users, architects, plumbers and _ distributors. At this 
meeting, the simplification program will be submitted for 
adoption, which, when approved by 85 per cent of the 


industry, will become operative. 


HENRY WEIS MFG. CO. NOW AT ELKHART, IND. 

Henry Weis Manufacturing Co. has now completed the 
removal of its factory and general sales offices from Atchi 
son, Kansas, to Elkhart, Ind., May 20th being the date the 
company was ready for business at the new location. 





ORGANIZE B. & O, SALES CORPORATION 
The B. & O. Sales Corporation has recently been organ 
ized, with headquarters at 217 
N. J. Both William Overbeck, president of the new con 
cern, and P. Backman, secretary and treasurer, were for 
merly with William H. Gurney Co., Paterson, N. J. 


Straight street, Paterson, 





FLECK BROS. CO, OPENS NEW BRANCH 

The formal opening of the West Branch of Fleck Bros. 
Co., Philadelphia, Pa., was held Monday evening, May 10. 
The scores of guests gathered after 7:30 p. m. at the new 
branch, which includes a showroom and office building as 
well as warehouse, and remained until nearly 11 o’clock. 
The plant, which is a very modern one, is equipped for 
quick economical handling of plumbing and heating sup- 
plies. It is located on Baltimore avenue, Lansdowne, Pa. 
Guests at the opening were entertained with music and 
dancing. 





WALTER W. HEROY CALLED BY DEATH 


Walter W. Heroy died recently at his home in Newark, 
N. J., after a short illness. He had been connected with 
Hedges & Brother in Newark for more than fifteen years. 
During the first years of his connection with this concern 
he covered New York and vicinity, and in later years he 
and sales manager. He had a 


was secretary-treasurer 


wm 


New 


sorry to hear 


York, and other 
the ne 


large circle of friends in New Jersey, 


states in the East, who will be of 
his death. 
HAINES, JONES & CADBURY CO. 
BRANCH 


Cadbury Co., 


WILL OPEN NEW 


ra: 
open a branch supply house in Wilson, N. C., on June 
Va., branch and 
Nickerson The 
of North Car 
direct 
with 


Haines, Jones & Philadelphia will 
lst 
It will be a sub-branch of the Richmond, 
will be under the supervision of R. H. 
Wilson 


olina, 


house will serve the eastern section 


served from 


50x100 ft 


heretofore has been 
The 


of floor space and adequate 
Wilson 


which 


Richmond building will be 5,000 


rail sidings for loading 
Mr. Nickerson’s 


sq. ft. 
and unloading freight C will be 


assistant 


EVINS F. GLORE & CO., INC., ORGANIZED 
E. F. 


eral sales 


Glore, for the past seven years and gen 
the Philadelphia, 
and for the past quarter of a century identified with the 


treasure! 


manager for Abram Cox Co., 


trade, has into business 


Mr 
who graduated 


plumbing and heating for 
himself in New York City. 
R. 
in 1924 and entered the employ of the Abram Cox Co. in 
1925, 


tion, at which time he 


gone 
Glore has associated with 


him his son, A. Glore, from Princeton 
remaining with this concern until his recent resigna 
was in charge of its New York City 
Evins F. Glore & Son, 


and headquarters are being established in the Grand Cen 


office. The new firm name is Inc 


tral Terminal building, New York City. The concern will 


ventilating appliances, confin 


New York 


heating and 


the 


specialize in 
ing its efforts to Greater district 


REPRESENTING IMPERIAL BRASS IN SAN 
FRANCISCO AND SEATTLE 


NOW 


The Imperial Brass Manufacturing Co. of Chicago ha 
just begun to distribute its line of plumbing fixtures in 
San Francisco, Calif., and Seattle, Wash., through the 
Wm. P. Horn Co. The San Francisco office of the latter 


i ed 
>a 


company is at 2 
in the L. C. Smith building. 


Rialto building, and the Seattle office is 
The Imperial company’s line, 


which has long had a wide distribution in the central 
states, is now handled on both the Atlantic and Pacific 
coasts. 
NOW IN NEW LOCATIONS 

“xX”? Laboratories have moved their offices to larger 
quarters and are now occupying the greater part of the 
fifteenth floor at 25 West Forty-fifth street, New York 
City. 

The Wm. H. Page Boiler Co. has moved its general 
offices and showroom to 200 Madison avenue, between 


35th and 36th streets, New York City. 
EverHot Heater Sales Co., of Newark, N. J., has moved 


from 20 William street to 277 Central avenue. 
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WESTCHESTER COUNTY JOBBERS FORM CREDIT 
ASSOCIATION 

Jobbers of plumbing and heating supplies in Westches 
ter County, N. Y., recently held a meeting at the Lawrence 
Inn, Mamaroneck, N. Y., The 
assembled supply men voted to affiliate with the New York 
City Jobbers’ 


to form a credit association. 


Credit Association, which has headquarters 


at 342 Madison avenue, and will be known as the West 
chester County District of that body. Elmer Doolittle 


Central Plumbers’ Supply Co., Port Chester, was elected 


president, and B. Franklin Lane, Pleasantville, was named 
Feld of Mount Vernon, David Levinson 
Peiffer, Peekskill, and Joseph Schuck of 


Plumbing Supplies, Inc., 


vice-president. A 
of Levinson & 
Mamaroneck Mamaroneck, 
The objects of the 
to facilitate the collection of accounts and 


were 
selected as an executive committee. 
association areé 
to discuss business conditions with a view toward improv 
ing them, 


WESTERN TRADE GOLFERS START SEASON WITH 
LARGEST CROWD 

The Trade Golf its 1926 

playing season on Tuesday, May 11, at the Wilmette Golf 

Club, Wilmette, Ill. Attendance records for first tourna- 

ments smashed when 65 

off in 


New 


Western Association opened 


were 
the 
membership 


members and guests teed 


afternoon, 18-hole medal play handicap event. 


records were smashed when 45 appli- 














Trop row, left to right: Carl A. Baldwin, handicapper; R. 
Cooper, Jr., captain, and Clint EF, Beery, president of Western 
Trade Golf Association—Middle row: Russell Doherty and 
James Doherty.—Bottom row: E. Stevenson; John TT, Fitz- 
simmons; J. A. Galloup, new member from Battle Creek, 
Mich., and Thomas M. Stinson, director, at the recent tourna- 
ment of the Western Trade Golf Association, at Wilmette 


Golf Club 


cants were taken in at the dinner meeting following the 
day’s golf. And all kinds of records were smashed in a 
scoring which ranged from A. L. Miller’s gross 76 to H. A. 
Clauson’s 146. 

A cold wind was blowing across the course throughout 
the day, but otherwise it was perfect golf weather. Wil- 
mette is heavily trapped and sprinkled with not a few 
trees and the players got into plenty of trouble when they 
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failed to keep their balls straight. It is the home club 
Clint E. Beery, president of the Western Trade Golf As 
ciation, and the perfect arrangements made by him 1 
sulted in as pleasant a day of golf as could be had. 
Cooper, Jr., the captain, and Carl A. Baldwin, the han 
capper, matched the foursomes in the afternoon from t 
scores turned in on the morning qualifying round, a: 
this resulted in better acquaintanceship in addition to ; 
the golf that anyone wanted. 

An innovation to help along acquaintanceship was 
troduced in the form of badges for each player, on whi 
he could write his name and firm name. Thus, after 
morning and afternoon of golf, between which a delicio 
hot luncheon was served in the club dining room, the va 
rious members knew each other and sat down to the e\ 
ning meal with good fellowship reigning supreme. 

The first order of business called by Mr. Beery was t! 
election of new members. 
accepted by unanimous vote: 


Walter H. Haake, Muth Heating & Engineering Co 


Tod Wilkins, Walworth Co. 

H. J. Reynolds, Independent Boiler & Tank Co. 

Wm. L. Hand, Fridstein & Co. 

John J. O'Shea, American Heating & Plumbing Corp. 
Andrew E. Norman, Jr., Andrew E. Norman. 

J. G. Needler, Phillips, Getschow & Co. 

Fk. McCartin, Phillips. Getschow & Co. 

J. A. Galloup, Galloup Pipe & Supply Co., Battle Creek, Mic! 
Walter N. Pincus, Pincus & Schulhof 

Wm. F. Thumm, Will F. Thumm 


Ernest E. Ellis, 


E. Stevenson, E., 


Fred A. Ellis & Co., 
Stevenson & Co 
McClellan, American 
Kiely, Boylston Steam Specialty Co 
Sawhill, 


Inc., Winnetka, T1! 
James E 
John P 

R. V. 


Blower Co 


Domestic Engineering 


Carl W. Johnson, C. W. Johnson, Ine 

Wm. E. Foskett, Kewanee Boiler Co 

George F. Egan, Waterbury Mfg. Co. 

Gordon W. Burnham, Jr., American Pin Co. 

J. Arthur Ljunggren, Nilson Bros 

R. Edw. Moore, Excelso Specialty Works, Inc 


H. E. Heyder, Conemaugh Iron Works. 

J. J. Walworth, Rome Mfg. Co. 

Martin W. Maloney, Kewanee Boiler Co. 
Joseph V. Liddy, Kewanee Boiler Co. 
Wm. B. Neal, Somerville Iron Works. 
Dan M. Randall, Somerville Iron Works. 
James Smith, Smith Supply Co. 

John T. Fitzsimmons, Plumbing Sales Co. 
W. H. L. Smythe, Reading Iron Co. 


IF. P. Kuchenbecker, Asbestos & Magnesia Materials Co. 

Chas. H. Graves, Heating Service Co. 

Harry M. Hart, L. H. Prentice Co. 

J. V. Brunner, A. M. Byers Co. 

Daniel D. Quinn, Quinn-Terry Plumbing & Heating Sup 
ply Co 

Frank H, McGarry, Heggie-Simplex Boiler Co. 

Albert B. Martin, Kewanee Boiler Co. 

Herbert Thomas, Warren Webster & Co. 

E. M. Tennant, C. A. Dunham Co. 

David B. Bauld, Jr., David B. Bauld & Co. 


G. D. Newhart, U. S. Radiator Corp. 

John M. McMahon, Economy Plumbing Supply Co. 

H. A. Clauson, Wolff Mfg. Corp. 

R. Hastings, Chicago Pottery Co. 

Mr. Beery had each of the new members who were 
present rise and, also, introduced the guests. J. C. Llewel- 
lyn, F. Bichl, W. W. Bowers, W. J. Frost, A. G. Morency, 
A. L. Miller, A. Gammie and Henry Wolter were guests 
Each member present received a new membership book- 
let, which contained the names of the 1926 officers, a 
brief history of the Western Trade Golf Association, a list 
of the 1926 members, the names of the courses secured for 
play for the coming season, the official schedule of prizes 
for each monthly tournament and a score card to keep the 
season record. 


In the midst of the fun, the members paused a moment 
to adopt, by a rising vote, a memorial resolution on the 


The following applicants wer 
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I & M No. 17 “‘P”’ Trap 
with Semi-Cast Body 


Profit! 
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BX Perak 


Unless both parties to a business 
transaction profit by it, they both lose 
—one immediately and the other 
eventually. 


For 35 years I ( M Plumbing Brass 
Goods have been a source of profit to 
everyone concerned in their manu- 
facture, sale and installation. 


This is the reason for their increas- 


: 
; ing popularity among the trade. 
| 
: 
: 
: 





The IRELAND & MATTHEWS 
MFG. CO. 

1500 BEARD AVE. DETROIT, MICH. 
REPRESENTATIVES: 


WILSON, 5 E. 42nd St., New York, N. Y. 
WILSON, 261 Franklin St., Boston, Mass. 


mC; 

R. C. 

R. C. WILSON, 121 N. Broad St., Philadelphia 

WM. P. HORN CO., Rialto Bldg., San Francisco 

WM. P. HORN CO., Wilcox Bldg., Los Angeles 

WM. P. HORN CO., L. C. Smith Bldg., Seattle, Wash. 
P. C. ABBOTT CO., Travelers Bldg., Richmond, Va. 





























The I & M Plant — 
Built on a founda- 
tion of fair dealing 
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death of C. V. Kellogg, whose passing took away a pioneer 
in the plumbing and heating trades of Chicago, The 
Western Trade Golf Association, in this resolution, ac 
knowledged Mr. Kellogg's worth and greatly regretted his 
death, and a copy was sent his family, his business asso- 
ciates and spread upon the records of the association 

J. M. Grace, with a 1000-30-70, won first honors of the 
day. His sharp-shooting won for him a leather duffle bag 
and, also, put his name on the Association Cup. R. Cooper, 
Jr., and W. B. Dale tied for low net of the morning qual- 
ifying round, each having a 35, and Mr. Dale won the toss 
He had second choice, therefore, at the prize table and 
picked a golf sweater. Chas. H. Bishop was afternoon run 
ner-up, thus having third choice. A pair of golf shoes was 
what he took R. M. Hubler was low net of the 30-handi- 
cap players—a new prize this season. He chose a flask. 

The President's Prize, a golf bag, went to J. A. Galloup 
Mr. Beery himself was tied with Mr. Galloup for this prize, 
but withdrew from competition E. W. Sanborn, a past 
president, had donated a pen and pencil set, to be played 
for in blind bogey Chas. E. Price tied with Wm. F 
Thumm for this prize and the former won the toss and the 
pen and pencil 

The guest prize went to A. L. Miller for a beautiful 76 
H. A. Clauson was the other extreme and went home with 
the Duffer’s Cup 


Following are the day’s scores 


Gro Hep. Net Gross Hep. Net 

kK. Beery 106 26 7 fe rs.1 e 

Ste ‘ 18 86 W. J. Frost 112 

Com Ww. F. M 

n 106 24 82 Carthy 124 4 
5 | McCart 102 ee 30 4. G. Morer 10 
KF. MeGarr 110 28 82 T. M. Stir ) 

A. Lister 124 3 94 J. A. Gallouy ) 
} Bich 107 ¢ 81 A. I Miller 7¢é 
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Gross Hep. Net Gross 

+ W. Burn- T. H. Mon- 

ham, Jr. 108 30 78 aghan 119 

M. Munn 124 30 94 Hi. M. Sedg- 
\\ 4A. Taylor. 9° 20 79 wick ian 
J. M. Grace 100 0 7u A. H. Jolliffe.1605 
A. Crow...122 30 92 R. M. Hubler.107 
W. Hunter N. P. Fenner. 98 

Powell . 116 30 86 R. Doherty 89 
Geo. Newhart.105 16 89 H. M. Rey- 
David Bauld, nolds 93 

Jr. vaseee 16 86 Chas. H. 
(. H. Graves. .132 30 102 Bishop 94 
W. N. Pincus.121 2¢ 10} H. E. Crum, 
Tod Wilkins. .1608 30 78 Jr 102 
J. T. Fitz- J. Doherty 98 

simmons 109 28 81 W. E Foskett.106 
W. B. Dale...105 0 76 J. V. Brunner.117 
L. H. Piteher. 94 14 5 W. T. Walters.112 
W. H. L Cc. W. Johnson.118 

Smythe 93 12 81 A. Gammie ..121 
R. Cooper, Jr.104 19 &5 J. W. Cannon, 

A. Baldwin.104 16 88 + Pe ee 110 
H. A. Clauson.146 30 11 W. J. Hajek..101 
Henry Wolter.112 82 W. J. Street 125 
J. A. Ljung- J. J. Wal- 

gren 126 30 95 worth ...... 119 
R. V. Saw- G. EF. Egan...109 

hill 106 22 84 Wm. Thumm..120 
J. V. Liddy 111 30 81 F. H. Gaylord.107 
( i Price 120 30 90 R. Hastings.. .100 
\. E. Norman, i. W. Ten- 

Ir 86 9 77 0) eer 108 

W. Evar 107 18 89 4. S. Bain 113 


WESTERN NEW YORK TRADE GOLF 


HOLDS INITIAL MEETING 


The first meeting of the Western New York Trade Golf 
Association was held at the Orchard Park Country Club, 
Buffalo, N. Y., Wednesday, May 12. The members were 
Reinhard W. E. Voisinet won the first 


guests of E. L 
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Soft 


carpeted floors ~ 


Sound proof walls ~ 
Quiet running motors ~ and 


Th 





Jhe Silent Inaudio is a 
Write for prices. 


CAMDEN POTTERY CO. 


ASSOCIATION 


ilent [naudio 





CAMDEN _N. J. 


___ALSO MAKERS OF THE FAMOUS CAPOCO “TRIO! 


with its refill chamber, 
are all in the same class. 











quality product. 
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HAJOCA SHOWERS 14 








bring health and happiness every month in. the ev } 
i } ai 

year lime was when shower baths ruld { 

ly TT % 
only be installed in the homes of the wea'th \ (|) 
but HAJCCA Showers are now made to. suit the \ 
requirements of the moderately priced bath room, a 
well as the most expensive. For the latter, we recom 





mend the HAJOCA Aquatonic Plate B4oo shower and 
rose spray needle bath, with all china index handles and 
china escutcheons. HAJCCA Regal porcelain roll rim 
shower receptor on base to tile into recess with offsets at front for tile joints with nickel plated cast straint 
removable grate. 


PLATE B-400 


r with 


It is an exquisite shower and will greatly enhance the tone of the finest bath room 
Spring is the time to add to the fixtures already installed in the moderate priced bath room, 


one of our Dupk \- HH 
Plate B-336 easy-to-install shower baths. 


It is most convenient for the woman because no rubber cap is necessary ly 
[he Duplex is an added convenience to any bath room, and is made of full weight iron pipe size brass goose neck, 
Ll * cast brass rain shower head, aluminum curtain ring, and curtain | }9 
‘ Nw 







HAINES, JONES & CADBURY Co. 


FoOUNcCEO1e 


HAJOCA PLUMBING GOODS 
Generar OFFICES, PHIL ADELPHIA,PA, 





® BRASS WORKS, ew ace cenmiapas. [RON WORKS wonaistoOwn, Ppa, 
. 
Y PHILADELPHIA SAN FRANCISCO SAVANNAH RICHMOND, VA. 
%, JACKSONVILLE CHARLOTTE NORRISTOWN, PA. WILKES-BARRE 
MACON WEST PHILADELPHIA TAMPA GERM ANTOWN 
ASHEVILLE WILSON, N.C. FRANKFORD, PA, 














ae Hlave you seen the new silk rubber 
fin * P : 
shower curtains in pastel shades of 
pink and blue to match your bath- 


room? They're “nifty.” Write to de- 














partment No. § for a shozer booklet. 








PLATE B-336 
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kn@wing 
No. 8184. A new but very popular member of the th at you 
av t e 
WISECO CONCEALED FIXTURE FAMILY beet fix- 
tures made. 
Ask Your Jobber 
THE OWL 
New York W Chicago 
Philadelphia J. B. ISE, INC. San Francisco 
St. Petersburg WATERTOWN, NEW YORK Dallas 


ST.REGI 


Complete with Shower 
and Lift Waste 





TUB FILLER 





Fco- 7 











ae Hie a 


This extra heavy Red Pres- 
sure Metal Valve with high 
removable seat is used on all 
Wiseco Concealed Fixtures. 
There is nothing better made. 





Remember the story of the Jrish- 
man's twins? 


When asked how he could tell his 
twins apart said, ‘‘Well, Sor, If ye 
put your finger in Pat’s mouth, 
and he bites you, then ye know it 
was Mike.”’ 


Some people buy their brass 
goods the same way. Just keep 
experimenting around until they 
get bit, then they know they 
were wrong. 


The best and safest way is to in- 
siston WISECO BRASS GOODS 

THE STANDARD OF QUAL- 
ITY SINCE 1877---demand them 
and accept 
} nothing 
else. Then 
you have 
the satis- 
faction of 
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prize with a gross score of 80, 
tions from his friends on his accomplishment. 


and received congratula- | 


The association has decided to hold monthly meets from | 


until Fall, when 
Handicaps were not used this month, but will be formu- 
lated by Handicapper E. L. Reinhard in time for the next 
meet, which will be held early in June at the Transit Val- 


now 


ley Country Club, C. P. Wadley being the host. The 
scores were as follows: 

Gross In Out Gross In Out 
W. B. Voisinet...43 37— 80 T. Greives ..64 56—120 
E. Reinhard..... 55 50—105 Birtch ..........623 59—121 
W. PERSP cccecs 60 48—108 Gold , 63 i—122 
L. H. Vogel.....55 54—109 Houghton ...64 61—125 
C. W. Farrar....60 51—111 Schafer 7 64—137 
A. BR. ccees .-56 65—111 G. Crane 75 «464 139 
P. TANGO sccccss 62 57—117 


SOUTHWESTERN TRADE GOLF ASSOCIATION 
FIRST MEET OF SEASON 

The Southwestern Trade Kansas City, 
Mo., composed of architects, mechanical engineers, plumb- 
ing and heating contractors, jobbers’ and manufacturers’ 
representatives of plumbing and heating goods, held its 
first monthly meeting of the season at Lakewood, on 
Thursday, May 6th. 

The new officers of the association, who took charge of 
the meeting are: President, E. C. Harbodt of U. S. Supply 
Co.; vice-president, H. E. Antrim of Dempster Mill Manu- 
facturing Co.; secretary and treasurer, E. C. Kline of Gen- 
eral Heating Supply Co. and chairman of handicap and 
prize committee, H. H. Wright of C. A. Dunham Co. George 
Redmond of Dempster Mill Manufacturing Co., F. C. Mac- 
Kenzie of Trenton Potteries Co. and Mr. Disney of W. B 
Young Supply Co., were admitted to membership. 

At the dinner that evening the following prizes were 
awarded: 1st prize, Frank Scales, one pair of golf hose; 
2nd prize, George McMahon, six golf balls; 3rd_ prize, 


HOLDS 


Golf Association, 


James Davey, one pair of golf hose; 4th prize, Harry An- 
trim, two golf balls; low gross:-score, Carl Smith, three golf 
balls, and most number of strokes, Geo. Cooke, one golf 


ball. 

The next meeting will be held May 27th at Meadow Lake 
Golf and Country club and will be termed an Architects 
and Engineers meet. All architects and engineers are in- 
vited as guests of the association. Any member of the 
trade who is in Kansas City at the time is invited to 
attend. 





DELAWARE VALLEY TRADE GOLF ASSOCTATION 
OPENS SEASON 

Cloudless skies, with just enough snap in the air to 
make golfing a pleasure, greeted the members of the Dela- 
ware Valley Trade Golf Association when they gathered 
at the Manufacturers’ Golf Club near Philadelphia, Tues- 
day morning, May 11, prepared for their contest with 
Colonel Bogie and General Par. And while 


showed the effect of a long winter lay-off, the contests 


were close enough so that even the players with the hard- | 


est luck were not far behind the prize winners. 

In the morning round, in fact, 
the guests. Russell Knight, who turned in a net 87, cap- 
tured six balls; Robert Savill’s net 89 took five balls, and 
F. C. Allen, who also got net 89, but was unlucky on the 
toss, won four. The other five players in the medal play, 
which featured the morning, took prizes ranging down to 
one ball. 

In the afternoon, a best ball foursome, with the capital 
prize given each month as the piece de resistance, 
vided thrills. H. J. Kleinman and A. K. Raub, with a net 
79, finally captured first prize, but not until they had won 
a toss from Frank Newton and Russell Kleinman, who 


everyone got prizes, even 


pro- 


a championship meet will be held. | 





many scores | 






DOMESTIC ENGINEERING 81 


“CHICAGO”’ 


No. 2 


fy Power Pipe Thread- 
. ing Machine 











Production and Preciaton 
ae 
Cangeity 4° te te ie Boi. 
FEATURING: 
ae 
4. Ketel Oil Coatrol. 


Send for Catalog. 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U. S. A. 
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Co > 
t] A Real Vacuum Valve |¢ 
- + 
+ The O-E Improved Air Exhauster and Vacuum Valve T 
+ with the O-E Patent Return Fitting and O-E Packless be 
ba Graduated Valve forms a positive and flexible Vapor- 4 
£ Vacuum-Pressure Heating System which is the last T 
+ word in simplicity and economy. + 
i. Write for Bulletin ‘‘A’”’ it 
t| O-E. Specialty <a e Mfg. Company |¢ 


























10 Keefe Avenue Milwaukee, Wis. 


Haas 


Flush Valves for use in combination with 
all styles of of bowls for all clasess of 
service to operate under low or high 
pressure water supply 

Water Closets for every type or clase of 
service 


Frost Proof Closets. Direct flush 
or after flushing. 
Write for catalog. 


Philip Haas Co., Dayton, O. 
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Trouble-Proof 


You can't 
have any 
trouble 
with Prier 
Elbows. 
We in- 
spect 
every one before ship- 
ment. Our rejects are 
slight because of our high standards 
in material and construction. 
Write for Folder D 
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BT. Trust the women to epread the new! Every tims Vila 
i ' you bang radiators the E-Z way you've made 27 
] some woman « friend for lifel And sbe'll tell all EY 
her friends how thie vast improvement saves her EL, 
back on cleaning day! . BY) 
a The E-Z way makes less work for you. too. Ne \ gy, 
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Sy) HEALY-RUFF CO. 4\\ WwW 
PVE: 770 Hampden Ave., St. Paul, Minn. il yt 
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ee we sell Hi 
Armstrong Bros. 
SOLID 
and 
Improved Design—Cut Like Lathe Tools 
Backed off Chasers made of Alloy Steel 
Write for Free Catalog 
ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 
: Ld fn ¥ 
TRY A CARTON ! 
TODAY! 
bd - 
and find out what a comfort it is to use 
a first class nipple. They are easy to 
screw up and they staytight. Black =: 
or galvanized in all sizes, 1%” to 12’. { 
Your jobber has | 
them | 
SMITH BROS. 
NIPPLE WORKS 
HAMBURG, PENNA. 
H. J. Kleinman, Sales 
Mer., 810 Morris Bidg., 
Philadelphia, Penna. 
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also had a net 79. Third place was won by F. C. Alle: 


and C. Weber, with an 82 net. 
The dinner held following the meet was unique. All « 
the officers, with the exception of Secretary H. J. Klein 


man, were unavoidably absent, so Charles Hackett wa 
elected chairman. He decided to make everyone tell 

story, and everyone did but Captain Fred Allen. Then ! 
awarded prizes of golf balls for the best of the lot, How 
ard Murray and Robert Burns getting two of thes 
prizes. And as a reward for his modesty, Captain Alle: 
was presented with three of the white pellets. The nex 
meeting is to be held in June at the Trenton Countr 


Club, Trenton, N. J. 
The scores were as follows: 


Morning Round—Medal Play 


Gr's. Hdp. Net Gr’s. Hdp. Ne 
R. Knight 112 25 87 Chris Weber...111 15 9° 
Robt. Savill 104 15 89 Frank Newton.114 18 oF 
KF. Cc. Allen 101 12 89 J Wiegle -113 Guest 


Chas. Hackett.119 25 91 C. FT. Hatet 112 Guest 


Afternoon Round—Best Ball Foursome 


Raub and H. J. Hackett and 
_K! einman . 91 12 73 Savill. 99 15 Xf 
ton and R Murray and 
Kleinman . 96 17 79 Knight 112 20 92 
Weber and Weigle and 
Allen 94 12 82 Haist 101 Guests 
Harper and R Barcus 
urns yf 12 R4 (alone) .-109 20 8‘ 


$ GOLF ASSOCIATION HOLDS 
FIRST MEET 


The first meeting of the Central 


CENTRAL TRADES 
Trades Golf Association 
was held at the Edgewood Country Club, Wilkinsburg, Pa 
on Tuesday, May 11th. C. S. Pitkin, the host, 
that the weather man had the sun on the job, 


saw to it 
and a large 
number was on hand, 


members were present at the dinner in 


1926 season wers 


Twenty-seven 
the evening, at which the officers for the 


elected All the officers were re-elected as follows: Presi 
dent, Harry J. Harte; vice-president, Joseph White; secre 
tary and treasurer, R. Payne Wettstein; handicapper, Rob 
bert Ottke; captain, G. W. Christopher. 

Ten new members were elected to membership. They 


V. McCune, Carl Gauer 
Murphy, B. W. Tener, Mack Snively, E. C. 
k and H. J. Stroud. The next meet 
association will be held at the Hiland Club on 
15th, at William Orr will act 


are: J. R. 
man, J. F 


Edmonson, A. H. Buc 


Wills, F. A. Vance, L. 


ing of the 


Tuesday, June which time 
as host. 

members, F. A. Vance, won the silver 
loving cup with a low net of 75. The duffer’s cup was also 
Carl Gauerman, with a 106. Prizes 
each four were awarded as follows: 
79; Mack Snively, 85; F. A. Vance, 75; 


Paul Snelsire, 80; Jack Moore, 87. 


One of the new 


won by a new member, 
for the low net of 
John Graham, 
John Melilvaine, 80; 


The scores for the meet were as follows: 

Gr's. Hdp. Net Gr's. Hdp. Net 
John Graham 79 0 79 KF. A. Vance... 89 14 76 
Hd. Edmonson. 97 15 82 I. V. MeCune..105 20 85 
¢, S. Pitkin 105 15 90 Cc. J. Fisher... 92 8 84 
Edy Runde 120 30 90 Paul Snelsire.. 97 17 8 
J. R. Wills 125 30 95 Pr. J Lobert. .105 15 90 
Joseph White 121 35 86 John Moore...111 24 8 
Mack Snively 109 24 85 Cc. Gauerman. .130 24 106 
Harry Haite... 95 12 83 J. T. Murphy..128 30 98 
J. Melllvaine,. .167 27 80 W. J. Singer. 147 35 112 
G. Christ’ph'r 98 15 83 W Stickrath. .164 35 «121 
Carl Frey.. 107 10 97 


Seattle, Wash., 
by P. I 


has been 
». Larson and 


The Super Oil Burners, Inc., 
chartered with a capital of $50,000, 
C. V. Hull. 
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Personal Mention 
Frank Collins, president of the Toledo Pipe Threading | Dearborn Pop-Up Waste 


Machine Co., Toledo, O., was among the speakers at a re 
ent meeting before the House Committee on Interstate BUILT RIGHT AND SOLD RIGHT 
and Foreign Commerce in Washington, D. C., which was — 
called to discuss the Capper-Kelly resale price bills Mr 








Collins represented the Central Supply Association. His 
associates among the proponents of the measure included 
representatives of various manufacturing, wholesaling 


and independent retailing interests. The backers of the 
bills left the committee meeting confident of a favorable 
committee report. 





George E. Keenen, president of the Eastern Supply As- 
iation, has just returned to his home in Bayonne, N. J., 





after a two months’ pleasure trip. Mr. Keenen, who was Simple 
accompanied by his family, visited Florida, Cuba and the | Positive 
west coast. 

F Durable 





L. F. Ostrander, vice-president and sales manager for 
the O-E Specialty Mfg. Co., Milwaukee, Wis., has left for a 






: : ; ne , A simple, positive and 
trip to the Pacific Coast. He will visit the various branches durable Pop-Up Basin 
of the company there and also the distributing stations Waste which is quiet 
in operation and ad- 
justable to any lavatory. This 
Waste is leak-proof, no pack- 
ings or rods to loosen or get out 
of adjustment and can be in- 
| Stalled in half the time others patented June 30, 1925 
| usually require. 


John Fraser, Jr., president 
and treasurer of the Milwau- 
kee Valve Co., Milwaukee, 
Wis., has been elected vice- 
president of the Milwaukee 
Athletic Club. Mr. Fraser 
became president of the Mil- 
waukee Valve company in 
1918 and in 1920 purchased 





Manutactured by 


- DEARBORN BRASS CO. | 


CEDAR RAPIDS, IOWA 























the entire control of the com- | Makers of Quality Brass Goods Since 1898 
pany and has been managing ee cit soe a 
it since that time. His elec- : 
tion as vice-president of the Ze 90000000000 + 
Milwaukee Athletic Club * ON nN <> ) 
points to the possibility of | “) is ee O 
his being the logical and suc- —Ee be Bir . ( 

2c > ids . 7] O ~ , - 
cessful candidate for  presi- John Benner, Je. = Nah, ad { 4 O 
dent next year. o @? { 

Howard E. Jones, director of sales-help service of the | & ba ( 
National Trade Extension Bureau, Evansville, Ind., has | © : 
resigned this position, to take effect July 1st. Mr. Jones | 0 A? \e 
became a member of the Trade Extension Bureau staff | = a : “TH ll 
in 1919, and was charged with the organization and di- S ay 4 e Oo 

Me 

rection of the special sales-help service of the Bureau ¥ = = 
He has written many articles for the Monthly Bulletin x CM oO 
, | radapceonyedPrnnsoeg) ) yy entlemen! ° 
and been active in the work of editing this publication. | ¢ DF 4 ° C 
Mr. Jones is the author of two books which have been in- & < 
corporated in the Bureau’s ‘Efficiency Course for Master | 0 


Use me when your wash trays, tubs, and lava- C 
tories call for plumbing chain. ‘Brighten the © 
Corner where you are’—that’s me all over, 6 
solid nickel silver. And I’m just as clean as a 
hound dog’s tooth. Yours for improvement in © 
plumbing chain. Ask your jobber about me, 5 
do.’’—-Bill Bead. © 


Plumbers or Heating Contractors,’’ namely, ‘‘Compiling 
and Using a Mailing List Profitably’ and ‘‘The Why, 
What, How and When of Collective Advertising,’’ and has 
also written many publicity articles. He is well known as 
a lecturer, having addressed many local, state and national 
conventions, as well as organizations of salesmen. Mr. 
Jones has not yet announced his plans for the future, 





Ralph Rabe of the soil pipe department of the Casey- 
Hedges Co., Chattanooga, Tenn., is making calls upon job- 
bers in the Philadelphia territory in company with H, J. 
Kleinman, the company’s representative in that district. 





BEAD CHAIN ) 


FOR. PLUMBING 






OONVDDNDDOCCNDD0N000000000 


F. C. Davitt, formerly of the Pittsburg Water Heater 
Co., Pittsburgh, Pa., has joined the sales organization of : 
the Brunswick-Balke-Collender Co. He will have charge o The Bead Chain Manufacturing Co. O 


Trade Mark Reg. U.S. Pat. Off. 


ate) 
LY 








of the seat sales in Michigan and Northern Indiana, with fe) Bridgeport, Connecticut 8 
headquarters in the Brunswick- Balke-Collender Company’s | 9 Canadian Representatives: Stanley Brock, Ltd., Winnipeg 9 
building, 600 Jefferson street, Detroit, Mich. 85000000000000000000000000000000000000000 
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Jo the Naked Eye 


You don’t need a microscope to find 
the value in Commonwealth 
Lavigne Radiator Valves—you can 
see it at a glance. 

Consider these features: 

A forged brass tail nut which will not 
crack nor break; a composition 
handle which fits the hand naturally 
and will not collect dirt; ample 
thread space on intake end; mechani- 
cal operation which is correct in 
every detail; machined and finished 
in the careful manner which a high 
grade valve of this sort deserves; 
profits by comparison with any com- 
petitive valve on the market. 


There is a style and size suitable for 
every type of heating installation. 


Manufactured by 


COMMONWEALTH 
BRASS 
CORPORATION 


DETROIT 








' Your 
@\\\\\\\ Jobber 
RARE ET ET Can 

Supply 
You 





RADIATOR VALVES 
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tributors. He will visit New York City, Washington 
| D. C., and Boston. From Boston he will go to Dallas, Tex 
Los Angeles, Calif., San Francisco, Seattle, Wash., and 


territory for the J. A. Zurn Manufacturing Co., of Erie, Pa 


| of Wayne, Seneca, Schuyler, Chemung counties. 
| sylvania he will cover the counties of Erie, Warren, M: 


| Company, 


Mueller Furnace 
| on a tour through the West where he will call on all the 
| branches and distributors of the company between Mil- 
waukee and the West Coast. 


| tion as treasurer of the Pacific Pipe & Supply Co., of los 


| Angeles 
| paign for better sanitation, having served as an Officia! of 


les Plumbing Supply Credit Association. 


| Stockham 
| joined the sales force of the Speakman Co., 
| Del. 
| mont building, Boston, Mass., 
| land territory. 


Jersey Chapter No. 1, 


| Schmidt, 4 Nineteenth avenue, Newark, N. J. 


| wood was formerly connected with the Thatcher Cor 
pany. 

E. W. Aubinger, manager of the seat department, 

| Brunswick-Balke-Collender Co., Chicago, has just left 


May 22, 1926 
H. P. Mueller, secretary and sales manager of the L. J. 


Co. of Milwaukee, Wis., left last week 


H. C. Fletcher of Altadena, Calif., has resigned his posi- 


Mr. Fletcher has been connected with this con- 
cern since 1910, and has always been active in the « 


the Sanitation Development League and of the Los Ange- 


R. F. Shupe, formerly Brooklyn, N. Y., manager for the 
Pipe & Fittings Co., Birmingham, Ala., has 
Wilmington 
Mr. Shupe has opened temporary offices at 343 Tre- 
and wiil cover the New Eng- 


H. A. Underwood, newly elected vice-president of New 
National Association of Plumbing 
and Heating Salesmen, has joined the sales force of H. F. 
Mr. Under- 


Chicago for an extensive trip among the company’s dis 


Denver, Colo. 

P. J. McGoldrick, 1156 New York avenue, Brooklyn 
N. Y., is again covering the entire New England States 

L. B. Hampton, manager of the Salt Lake City, Utah 
branch of Crane Co., and one of the best known members 
of the plumbing and heating industry in that state, was 
elected president of the Rotary Club of Salt Lake City at 
organization. He will be a 
the International 
is a very active 


the annual election of that 
member of the Rotary delegation to 
convention next month. Mr. Hampton 
civie-worker and has held several important offices in Salt 
Lake City organizations 

Cooper Pogue has been appointed manager of the Chi- 
cago branch of Hart & Crouse Co., of Utica, N. Y. He was 
formerly in charge of this company’s Cincinnati office. 

Henry Egglehof has been appointed representative for 
the Uehling Instrument Co., of Paterson, N. J. He will 
the half of Texas, with headquarters in 


cover eastern 





Dallas. 

I. H. Vogel has been appointed sales representative for 
the Hoffman Specialty Company, Inc., of New York City 
in the Dominion of Canada, in the cities of Hamilton 
Toronto and London, Ont. He will also cover that portion 
of the State of New York west of the eastern boundaries 
In Penr 


Kean, Potter, Tioga and Bradford. He will make hi 





headquarters at 76 Johnson Park, Buffalo, N. Y. 

W. A. Murphy will represent the 
Inc., New York City, in central 
with headquarters at Harrisburg, Pa. He will also cov: 
Baltimore, Md., and that part of Maryland north an 
northwest of Baltimore, as well as the counties of Morgar 
Berkeley and Jefferson in West Virginia. 

John Mangan, president of the Elgin Brass 
Florida, Miami, Florida, is starting the erection of a nin¢ 


Hoffman Specialt 
Pennsylvania 


Co. of 


story apartment and office building in that city. i 





gz 
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Noew Equipment 


A New Type Light Weight Heating Unit 
For a good many a growing in- 
The 
rule, 


months there has been 
what has been termed 
characteristics of this 
been multiplicity of 
those in an 


terest in “copper radiation.” 


new radiation have, as a 


surfaces—-more or less similar to 


automobile radiator—light weight and com- 


pactness. Readers of “Domestic Engineering’ have seen 


time to time various 
They 


what is 


articles from in this paper in which 
types of these radiators have 
also read articles on radiator 
“concealed radiation.” 

\ well-known 


cently 


been described have 


covers, or termed 
the field of 
developed a combination of these 
The device is composed of two major parts 


heating has re 
principles 


the 


concern in 
two 


heater 


itself and the cover or enclosure termed the cabinet. 
The heater consists of a U-tube, surrounded in an in- 
genious way with copper sheets which radiate the heat 











inches high, 
said to be 


the tube. A standard size heater is 3 
6 inches wide and 35 inches long and i 
to 54 square feet of cast iron seinen. The pipe 
connections are at one end, the illustration. 
The heater may be used in a horizontal position in the 
cabinet or it may be used alone either in a horizontal or 
vertical position. It wall 
using the cabinet, and may be covered with a grille. 

the number of heaters that may be re 
recommended by the maker that the 
radiation for the job just as he has always 


from 
equal 
two 
as shown in 


may be installed in a without 

In estimating 
quired, it is 
tractor figure the 


eon 


done it in the past, for these heaters, for the sake of con- 
venience, are rated and marked in square feet of cast iron 
radiation. Tappings are 1 inch. 

The second part of the device is the sheet metal cab- 


inet which is made to enclose the heater. It is pointed 
out that the height of the cabinet induces a draft or 
What is termed a chimney effect, and so increases the 
effectiveness of the heater. The cabinet conceals the 


heater and adds to the appearance of the room. The heater 
is placed in the lower part of the cabinet. 


Another type of cabinet is being made which accom- 
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THE QUALITY IGAR 


DEHN’S 


Automatic “ST 
Water i 
Softener if 
and A ea ~ 
Scale = 


Remover 












sere 
2 
t 


| 


Fig. 118 
No. §—%-inch Comgoené bs 4 
jector. Patented i 
and Foreign Countrics, 


When your customers complain about hard water, 
sell them a DEHN’S. It will automatically soften 
the water, and prevent accumulations of lime, 
magnesia and other minerals in water back and 
heater coil. It means ready sales and good profits 
for you. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. No. Laramie Ave. Chicago, Ill., U. S. A. 
Originators, designers and sole manufacturers of 


wom 1897 | EHNSANIGARD) 1926 my 


THE QUALITY GOODS 









AUTOMATIC 
FLOAT SWITCH 


DISCHARGE 
TO SEWER 














Fig. 194-C. 


Midget Sump Pump 


Send for Bulletin No. 120-MS. 
TABER PUMP COMPANY, Buffalo, N.Y. 
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PIPE FITTINGS 


AND 
-; 





Trade Mark 


Screwed 
Flanged 
and 
Hub 


Non 
Rising 
Stem 
and 
4 O.S. &Y. 
Patterns 


Sizes 
2” to 12” 
Inclusive 


Manufactured by 


ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 


GENERAL OFFICES 1801 DIVERSEY PARKWAY 


Adjustable 


Moore Pressed Steel Radiator 
Hangers have liberal adjust- 
ments-—414 inch vertical and 
21% inch horizontal. This 
eliminates the necessity of 
exact measurements in locat- 
ing bolts. Radiator can be 
moved either vertically or 
horizontally after placing on 
hanger if necessary. 


These Hangers are sold com- 
plete—no bolts or extra parts 
to buy. Try one on your 
next job! Your jobber can 
supply you. 





CARTY & MOORE 
ENGINEERING CO., 


(INCORPORATED) 
611 West Larned Street 
Detroit, Michigan 


Double Bottom 
Hung Wall 





Trade Mark 


IRON BODY GATE VALVES 
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modates two heaters instead of one. It is claimed ‘hat 
the two-heater type gives off 50 per cent more heat ‘han 
the one-heater type. 

Each cabinet is equipped with a damper which reg- 
ulates the air circulation. It is claimed that when the 
upward draft is retarded or stopped by 
damper, less heat is absorbed by the copper sheets and 
the U-tube of which the heater is made, and that con 
sequently less fuel is used. 


means of the 


This device is said to be 
adaptable to hot water, steam, vapor or vacuum heating 


Gas Burner Controls Shape and Direction of Flam: 

Means for controlling the shape and direction of the gas 
flame is a distinguishing feature of a gas burner that re 
cently has been offered to the heating trade. 

The placing of the flame in gas fixtures, oil burners and 
heating apparatus of various kinds is receiving greater at 
tention than has previously been given to it. In this new 
| type of gas burner, it is claimed that an advantage is 
gained by spreading and directing the flame of each gas 








jet in a certain manner. The flame spreading device is a 
flat metal contrivance so bent that the flame strikes its 
upper and flattened end. A flame spreader slips over the 
tube part of each jet. Each flame spreader may be re 
volved, turned or regulated to provide such direction, 
shape and spread of the flame as may be desired for va- 
rious purposes. It is also claimed that the flame spreaders 





prevent back firing and that no carbon is produced by this 
method. 

These burners are made in various types one of which 
is shown herewith. It is claimed that they are adaptable 
to various heating appliances where a short flame applied 
to large heating surfaces and close to these surfaces will 
result in greater heating efficiency. The outside hori- 
zontal dimension of the burner shown in the last illu: 
tration is 8% inches. 

Herbert Vickery, Princeton, Ky., will install the plum) 
ing in the new high school at Eddyville, Ky. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








\. 8. S. E. TO MEET IN WASHINGTON, D. C., 
28 TO OCT. 1 
The American Society of Sanitary Engineering will hold 
its annual meeting in Washington, D. C., September 28, 
29, 30, and October 1, 1926, with headquarters at the Lee 
House, according to the official announcement just issued 
by President J. J. Crotty, Boston, Mass. 


SEPT. 


HEATING AND VENTILATING ENGINEERS TO MEET 
IN THE HEART OF THE KENTUCKY BLUE GRASS 
Heating research and mint juleps, ventilating research 

golf tournaments, 

dances, heat transmission and horse racing, effective tem 
peratures and country tours 
attractions will attend the summer meeting of the Amer- 
ican Society of Heating and Ventilating Engineers, to be 

held at Lexington, Ky., on May 26, 27 and 28. 

This meeting, in the heart of the Blue 
of Kentucky will be the first meeting of the American So 
ciety of Heating and Ventilating Engineers, held as far 
south as Lexington, and on account of the attractiveness 
of the technical program as well as of the entertainment 
program that has been arranged, it is expected that the at 
tendance will be large. In addition to the three-days pro- 
gram and the entertainment features which have been an 


and studies in insulation and dinner 


all of these and many other 


9° 


Grass region 


nounced in previous issues of ‘‘Domestic Engineering, 
there will be a luncheon on the campus of the University 
of Kentucky, and entertainment by the students of the 
College of Engineering, an engineers’ carnival, a typical 
Kentucky picnic, automobile trips through the Blue Grass 
section, ete. 


The committee on arrangements consists of Dean F 
Paul Anderson, Lexington, Ky., chairman; C. V. Hayes 
New York; J. I. Lyle, Newark, N. J.; Thornton Lewis, 


Philadelphia, and H. C. Murphy, Louisville, Ky 





TRENTON M. P. A. COMMITTEES APPOINTED 
At the regular meeting of the Master Plumbers’ Associa- 
tion of Trenton, N. J., held last week, the following stand- 
ing committees were appointed by the president: Member 
John A. Pinto, chairman; Thomas E. Tootell and 
John Edelman, Sanitary——George Hornketh, chairman: Ed- 
ward H. Carpenter and Harry Jammer. Auditing—Frank 
B. Penrose, chairman; Emil L. Pfleider and John L. Lacy. 
Educational—James L. Bennett, chairman; J. M. Heid- 
weiler and Philip S. Slack. Entertainment—-W. S. Dignan, 
Herman Westphal and Daniel Sisti. Bond 
chairman; Harry Greiner and Walter 


ship 


chairman; 
Frank Fell, Ww. 
Smith. 
CHICAGO MASTER PLUMBERS MAKE SEASON'S GOLF 
ARRANGEMENTS 

The golf committee of the Plumbing Contractors’ Asso- 
ciation of Chicago has made arrangements for all of its 
golf tournaments to be held this season. They have kept 
the idea in mind of keeping expenses down, so have 
selected semi-public on which the tournaments 





courses 


87 


are to be held. The courses and dates of the monthly 
tournaments are as follows: First tournament—Ever 
green Golf Club, May 26; second tournament Big Oaks 
Golf Club, June 26; third tournament-—-Harlem Golf 
Club, July 28; fourth tournament—-Oak Hills Golf Club 
August 25; fifth tournament-——Greenview Golf Club, Sep 
tember 29: sixth tournament-—Mid-City Golf Club, Oc 


tober 6 

has been con 
advance fee 
What 
be 


In order to finance these 


sidered to 


tournaments, if 


advisable request an entrance or 
of $5 from those taking part in the tournaments 
be left the 


pro-rated among those who paid it. 


ever may over at end of the season will 
Chicago plumbers have become much interested in golf 


und expect a pleasant season. 


ILLINOIS CHAPTER HOLDS SPRING GOLF 
TOURNAMENT 
The Illinois Chapter of the American Society of Heat 
& Ventilating Engineers held its annual Spring Golf 
Tournament and Dinner the Wilmette Golf club 
on Thursday, May 20th. and it was one of the biggest and 


ing 
Dance at 
best parties ever given by the chapter. The morning was 


spent in practicing golf and the afternoon was given over 


to the tournament round. The Kewanee Boiler Company 
Quartette entertained with a number of songs during the 
dinner and a fine orchestra was on hand to supply music 


Further detail 


issue of “Domestic 


Which followed the dinner 
of the meet will be week’s 


for the dance 
given in next 
Engineering.” 
WESTERN NEW YORK CHAPTER HAS INTERESTING 
MEETING 
The regular monthly meeting of the Western New York 
Chapter of the American Society of Heating and Ventilat 
ing Engineers was held on May 3rd at the Sagamore Hotel 
Rochester, N. Y. The Buffalo, N. Y 
in Rochester early in the afternoon, and was 


arrived 
the 
station by automobiles furnished by the Rochester mem 
of the 
Rochester Gas & Electric Co., recently completed, was in 
spected. At the finish of the inspection tour the entire 
delegation was the guest of the company at the Eastman 
theatre. 


delegation 


met at 


bers. During the afternoon the Lawn street plant 


hotel at 
The prin 


Dinner was served on the roof garden of the 
6:30 and there were about 60 persons present. 
cipal speaker of the evening Past President S. E 
Dibble, who spoke at length on the work accomplished and 
that undertaken at the research laboratory. Several mem 
bers of the Rochester board of education 
well as several of the Special Committee appointed to in 
ventilation in 
deter 


was 


were present as 


window 
“How 


mechanical versus 


Rochester schools. 


vestigate 
the 
mine when a room is properly ventilated,’ was discussed 
at length by members of the Chapter, members of the 
special committee and a number of prominent physicians 
of Rochester. 


open 


The question of to 
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LOS ANGELES 8S. D. L. HOLDS ENJOYABLE MEETING 

The League of 
Calif., met on the evening of April 29 with the 
the N O 


Sanitation Development Angeles, 
program 
The 


the largest in the history of the league and 


Los 


in charge of Nelson Manufacturing Co 


attendance was 


the Nelson program was one of the most enjoyable ever 
staged Short talks were given by Motley H. Flint, exec 
utive vice-president of the Pacific Southwest Trust & Sav 


ings Bank on “Business Opportunities in Southern 
California’; by A. C. Shaver, vice-president of the Amer 
ican Society of Sanitary Engineering, on “Plumbing Fix- 
tures, Past, Present and Future’’, and Ira Byrnes, credit 


advisor of the Los Angeles Plumbing Supply Credit Asso 


ciation The program concluded with a breezy two-act 


comedy demonstrating salesmanship and service in the 


plumbing industry. 


SAN GABRIEL ASSOCIATION SELECTS DELEGATE TO 
NATIONAL CONVENTION 


President Charles M. Swinnerton and Secretary Bruce 
Clark, of the State Master Plumbers’ Association of Cali 
fornia, attended a meeting of the San Gabriel Valley 


Association of Master Plumbers on Monday evening, May 
2. About twenty members were present. They met 
around a dinner table and had a very interesting and 
profitable evening Frank Mullen, secretary of the San 
Gabriel association, was selected as delegate to the con- 


of Master 
Kimmel, of 


vention of the National Association 
at Louisville, Ky mw. J. 


Calif., 


Plumbers 
& Young, 
Valley 


Kimmel 


Alhambra is president of the San Gabriel 


Association 


BEVERLY HILLS ASSOCIATION DISCUSSES NEW CODE 
afternoon, May 3, 
Hills, 


On Monday 
Association of Beverly 


the Master 
Calif., held a meeting 
discussed the advisability of working for a plumbing ordi- 
for that municipality. President 
Secretary Clark of the state association were present. 


Plumbers’ 
and 
nance 


Swinnerton and 


READING MASTER PLUMBERS GUESTS OF TRENTON 
POTTERIES CO. 


About sixty members of the Association of Master 
Plumbers of Reading, Pa., took a motor trip to Trenton, 
N. J., recently to inspect the plant of the Trenton Pot- 
teries Co., the manufacturing 


making vitreous china sanitary ware. 


used in 
The master plumb- 
ers were served a shad dinner as guests of the company. 
John A. Campbell, president of the company, delivered an 


and see processes 


interesting talk on the importance of the plumber, and ex- 
pressed his appreciation of the interest plumbers show in 
learning all they can about the materials they install. 
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WILMINGTON ASSOCIATION ANNOUNCES OUTING 
PLANS 

The the Wilmington, Del., 

Plumbers’ Association will be held Thursday, June 10, at 

Delaware Beach. Fishing 

will be tl fea- 


annual outing of ister 


formerly 
baseball 


3each, Augustine 


boating, bathing, and dancing 


tures 











At the annual convention of the Associated Master Plumbers 
of Texas, held recently at San Antonio.—Top row, left to 
right: R. P. Wiley of Chas. F. Hause Manufacturing Co. 
Inc., Omaha, Nebr.; I. L. Schuedtman, Sands Mfg. Co., Cleve- 
land, Ohio, and W. H. Reese, National Tube Co., Pittsburgh, 
Pa.—Middle row: W. B. F. McCullough, Carlos B. Schmidt, 
and L. A. Huppertz, all of Standard Sanitary Manufacturing 
Co., Pittsburgh, Pa.—Bottom row: F. W. Geyer, secretary 
of San Antonio Association, and M. E. Adams, Wolverine 
Brass Works, Grand Rapids, Mich. 


The Laredo Chapter, Knighis of Pythias, of Laredo, 
Tex., L. J. Perkins, secretary, has completed plans for a 
2-story and basement lodge building of reinforced con- 
crete, hollow tile and brick, the cost of which will be 
$50,000. LL. Harrington Co., Builders Exchange building, 
is the architect. 





Master plumbers from Reading, 


Pa., at the plant of Trenton Potteries 


Co., Trenton, N. J. 
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1G ‘ne ° | 
Women’s eA uxiliaries | 


ster National Auxiliary to Meet at Annual Convention 

at The program of the Women’s Auxiliary meeting in con- 
ng junction with the forty-fourth annual convention of the 
ea- National Association of Master Plumbers has just recently 


been announced by National President Mrs. Emily V. 
Hornbrook. The first meeting of the Auxiliary will be 
held June 23 at the Brown Hotel, Louisville, Ky., at 10 
a. m Mrs. J. H. Fleck, president of the Louisville Aux- 
jliary, will deliver the address of welcome, and Mrs. Jacob 
Brenner, past president, will respond. After the invoca- 
tion, Mrs. John Keane will give a vocal selection. Sev- 
eral figures of importance in the trade will be introduced 


a eee | 





| to the visiting ladies. These will include: Mr. and Mrs. 
H. E. Longley; Mr. and Mrs. Albert J. Wilson; Mr. and 
Mrs. Richard J. Welch; Mr. and Mrs. Wilbur R. Dosher; 
Mr. and Mrs. Jere Sheehan; Mr. and Mrs. Frank J. Fee; 
Mr. and Mrs. Theodore Ahrens; the presidents of the state 
auxiliaries and the national directors of the auxiliary. 
Vocal selections will be rendered by Wilbur R. Dosher, 
national secretary, and Edith Worrall. At the luncheon, 
which will be served in the hotel, Theodore Ahrens, pres 
ident of the Standard Sanitary Mfg. Co., will be the prin 
cipal speaker. } 
Another meeting of the auxiliary will be held at the 
hotel that afternoon, and will be entirely devoted to the 
business of the National Auxiliary. At five p. m., the 
ladies will adjourn and join the master plumbers on the 
“America,’’ the boat on which they will take a moonlight 
| 


Le ee ee ee 





ride on the Ohio River. 
Oklahoma City Auxiliary Has Interesting Season 
The Master Plumbers’ Association of Oklahoma City, 
Okla., entertained the Ladies’ Auxiliary at the home of 
Mr. and Mrs. B. B. Russell, on April 26th. The evening 
was spent in playing bridge and dancing. An appetizing 


rs luncheon was served and the affair was much enjoyed by Two of the Reasons 








to all. On Wednesday evening, May 12th, the Master 
Day P aor i a . = . . ey ae . vn . 
Plumbers’ Association gave a dinner dance for the Ladies a and — the geo 
a 13 * ‘ > ‘ ’ m of modern leating plant Gesign are the 
Auxiliary » Lakeside 5 ae r : ; 
h. Auxiliary at the Lake side Golf and Country Club. The boar ceanons in the world why a McDonnell 
t, tables were attractively decorated with candles in pastel | & Miller Duplex Water Feeder should 
3 shades in green holders and large bowls of rose-pink peo- | be installed on every low pressure steam 
7 nies and yellow jonquils. Bright-colored caps worn by | boiler job. ; i 
- : ‘ V ) ) re control of the boiler 
the dancers, as well as the little Charleston dolls and Without positive contr Ase 
| water line, no steam or vapor pliant 1s 
entirely convenient, for no plant that 
leaves such an important factor of boiler 
operation to manual control really re- 
a duces—to any great extent—the attention 
| required. 
Aside from the convenience, McDonnell 
‘ & Miller Duplex Water Feeders also add 


the assurance of safety, for no boiler can be 
cracked or burned so long as a proper 
water line is maintained, and no heating 
system can be flooded—damaging floors 
and decorations so long as a McDonnel 
& Miller Duplex Water Feeder, with its 
automatic overflow feature is the watch 
dog of the boiler water line. 

There’s a story of real heating service in 
McDonnell & Miller Duplex Water 
Feeders. Ask for Bulletin D6. It tells the 
story. 


MCDonnell €& Miller 


‘* Doing One Thing Well’’ 


WATER 
FEEDER 


















W ireh use Stock 
Bush Terminal 


NEW YORK 


At the annual convention of the Oklahoma State Association | General Offices 

of Master Plumbers held recently at Oklahoma City—Top Wrigley Bldg. 

i victure; Mr. and Mrs. A. V. Brotherton of Oklahoma City; CHICAGO 

H Mr. and Mrs. A. L. Colaw of Bristow; Mrs. and Mr. E. C. Dy- 

sart of Oklahoma City.—Bottom picture: A group of ladies 
attending the convention 
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AN ESTABROOK 
GREASE TRAP 





with an Extension Top. For 
inside use in large residences, 
hotels and restaurants to keep 
the drains free from the large 
quantities of grease continually going through 
inlets 





them. 4 inch, 5 inch 


and outlets. 


inch and 6 





Complete catalog on request 


R. ESTABROOK’S SONS 
204 First St. $3 So. Boston, Mass. 


























UNCONDITIONALLY GUARANTEED 


»ARROW> 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works 


Clare and Kioman Sts. Baltimore, Md 











The Electro “ 
Melter 


A Portable Electric 
Solder Pot 


Operating from any light 
rocket 

Featuring 
Constant wiping heat 
Very low heat radiation 
Noiseless operation 


Salety Com pactness 
Cleanliness 4 Heats 
*( omfortat le work nz ’ 
close quarters 
Wrtte for detat 


n 
NOW! 


Electro Engineering 


Co., Inc. 
11712 Atlantic Ave. 
Richmend Hill, New York 
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STARBUCK’S 
FOUR BOOKS 
on PLUMBING 


The RED, BLUE, GREEN and BROWN Books 
$5.00 for the set — postpaid 
) 


Regular Price %. 


Send for 1925-1926 Tool and Publication 
Catalogs — just tesued. 


R. M. STARBUCK & SONS, Inc. 
42 Allyn Street 33 Hartford, Conn. 
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horns presented as favors added to the gaiety of the o- «a- 
sion 

Another interesting social event was held at the h 
of Mr. and Mrs. Homes C. Prall on May 15th. As this \.as 


the regular meeting of the Women’s Auxiliary, the ma-ter 
plumbers met at their regular meeting place from 8 to 106 
and joined the auxiliary later, when dancing and refr: sh 
ments were enjoyed for the rest of the evening. 

At the recent annual election of officers Mrs. T. J. Bois 
Henry Hanson, \v 
Miss Enmiina 
Russell was re-ele 


mier was re-elected president, Mrs 
Mrs. J. M. Anderson, 
and Mrs. B. B 


president; treasurer; 


Hanson, 
sergeant-at-arms. 


secretary, 


Salt Lake City Auxiliary Adopts Constitution 
The regular monthly meeting of the Ladies Auxiliary 
of the Salt Lake City Association of Sanitary and Heating 
was held at the home of Mrs. Ralph D. Evans, 
president, on May 5th. The principal business was the 
adoption of the constitution and by-laws, following which 


Engineers, 


bridge and refreshments were enjoyed. 

The next meeting is scheduled for June 2nd, to be held 
in the Association rooms in the Hooper building. 
Active Socially 

The the Minneapolis Retail 
*lumbers’ Association gave a dance in the ballroom of the 
Curtis Hotel on Saturday evening, April 24th. Mesdames 
0. P. Bahneman, Oscar Johnson, J. D. Keefe, Oscar Berge- 


Minneapolis Auxiliary 


Women’s Auxiliary to 


son, W. F. Chapman and H. W. Strader were in charge 
of the general arrangements. Mrs. Albert Lacker was 
chairman of the ticket committee. The ballroom was 


artistically decorated with Japanese lanterns and spring 
flowers. About three hundred guests enjoyed the evening 
dancing. 

The Auxiliary held a May party Tuesday evening, May 
18th, at the home of the president, Mrs. O. P. Bahneman 
Mesdames Oscar Johnson, H. W. Strader, Oscar Bergeson, 
S. B. Harvey and B. D. Miars acted as hostesses. After 
an interesting program light refreshments were served 


UTAH ASSOCIATION WILL HOLD QUARTERLY 
CONVENTION 
The regular quarterly convention of the Utah State 


Association of Sanitary & Heating Engineers will be held 
May 25 at Salt Lake City, at which time B. Joseph O’Don 
nell of the National Trade Extension Bureau will address 
jhe members. The question of the proposed permanent 
office for the National Association will be taken up at that 
time, and delegates to the National convention will also 
be selected. The association has approximately fifty men 

The latest firm to join is the Palmer & Sons Plumb 
ing Company of Logan. 


bers. 


HOME BUILDING & LOAN ASSOCIATION MEETS 
REGULARLY 

The Home Building & Loan which wa 
recently organized in Salt Lake City, Utah, for the purpose 
of improving building and home construction, continues to 
meet regularly and is mapping out a definite program, a 
cording to Frederick L. Fiske, manager of the Salt Laks 
City Association of Sanitary & Heating Engineers, who is 
representing that the building organizatio: 
Practically all the industries connected with construction 
work are represented, and are planning to cooperate i! 
educating the public to the value of first-class work. 

Mr. Fiske also announces that the Sanitary & Heatinz 
first and third Thursdays 

A good representation was present at the 
May 6, 


Association, 


body in 


Engineers are meeting the 


month. 


meeting on at which current problems were di 


| cussed. 
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This &° That, Here&’T here | 


Loring Danforth, Buffalo, N. Y., president of the | 
Hating and Piping Contractors National Association in | 
1921, has been taking a vacation with his family at Grove 
Park Inn, Asheville, N. C. 

Sanguinet & Payne, 2102 Live Oak street, Trinidad, 
Tex., have been awarded the plumbing contract on the 
new school building at Trinidad. 

Lee A. Jackson, Jefferson building, Greensboro, N. C., 
has been awarded the plumbing and heating contracts on 
the new residence for Alan T. Bowler, Woodland Drive, 
Irving Park, Greensboro, N. C. 

The General Heating Co., West Walnut street, Spring- 
field, Mo., has been awarded the heating contract on the 
Elkins & Sawyers store building at 310 East McDaniel 
street, Springfield, Mo. Paul McCron, West Walnut street, 
Springfield, secured the plumbing contract on the building. 








| 


At the annual convention of the Oklahoma State Association 
of Master Plumbers held recently at Oklahoma City—Top 
row: R. L. Patton of the Federal Steam Specialty Co., Okla- 
homa City; Joseph Greene, of the Oklahoma City branch of 
Crane Co.; R. HR. Hicks, of the N. 0. Nelson Mfg. Co.; J. A. 
Keown, of Mueller Co.—Bottom row: J. C. McDonald, Kansas 
City manager of the U. 8S. Radiator Corp.; “Sy” Martin of H. 
P. Martin & Sons, Owensboro, Ky.; William J. Hebenstreet, 
of the Blake Specialty Co., Rock Island, Ill., and L. L. Graves, 
of the Standard Sanitary Mfg. Co. 


W. A. Matheson, sales manager for the Power Plant 
Engineering Co., Portland, Ore., states that more than 
2,500 oil burners for heating purposes have been installed | 
in Portland within two or three years. Three hundred 
of these are in private homes. 


A. G. Rushlight, of Rushlight, Hastorf & Lord, Inc., 
Portland, Oregon, recently announced his candidacy for 
renomination to the legislature from Multnomah county 
for the 1927 term. Mr. Rushlight held the position in the 
latest session of the legislature in 1925 and was most 
active and instrumental in getting the plumbing code 
passed. He has taken for his slogan: “Fewer laws, more 
freedom of action, everything necessary for Oregon's 
development.” 

A $150,000 theatre will be started in about six weeks 
in Portland, Ore., on a site bounded by Forty-first, Forty- 

cond and Belmont streets. The upper part of the build- 
ng will be designed for the use of doctors and dentists. 





[ 


Young & Roald are the architects. 

A $600,000 linen mill will be built in Salem, Ore., | 
within the next year. Knighton & Howell, Portland, Ore., | 
‘ preparing plans. The main building will be 100x300 


Any one of 


pipe line. 
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Built-Well 
V-Lock Joint 








Patented 
Sectional view of 
joint turned up 
side dow n to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter, 


Lead Seal Tank Union 


This is the Lead Seal Tank Coupling with 
standard male union thread in place of female 
pipe thread 


tank gas water heaters can be connected to a 
30-gallon range boiler with just four fittings 
and 24 inches of pipe. The work can be done 
in 45 minutes without disturbing any existing 


set, low friction and effective. 
Bulletin-Catalog No. 3C shows how, and lists 
42 special brass fittings especially designed for 
water heater work. 

It is yours for the asking. 


The Slack-Horner Brass Mfg. Co. 
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Male 


several well-known makes of small 


Also, the installation will be close- 
















Street Denver, Colo 





Va Vulal uv avatar aura eter ater as utes WAP 
DO000000 0000000 00000000 000000 


Quality Seats 
at 
Quantity Prices 


“Buile-Well” Toilet Seats are made 
from selected lumber by the most 
expensive method of construction— 
the famous Double-Doweled V-Lock 
Joint—and are equipped with heavy 
brass fittings. 

Yet—you will find that they cost but 
little if any more than the ordinary 
wood seat. Write for a copy of the 
“Built-Well” Catalog showing our 
complete line of standard models 


4 


Built Well My. (o. 


1458 W. KINZIE ST. 
CHICAGO 
Order a sample seattoday. You 


can return ui if i ts not the 
biggest value you rover received 


9000000900000 990099 
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A|Water Softener 
That Never Fails 


In @ water softener al lways look for simplicity and 
- idability Without these essentials nc 


tener can serve long or serve In the 





well 


MONARCH 


e feature makes cont 
» valve ntrol also elimin 
parts and removes all danger 
Armco Ir on used in Monarch 
tr I y simplicity 
itstanding Int he Monarch 


ate 8 “ail 


ving 


esisting 





Send for Catalog DE-52 
MONARCH ENGINEERING CO. 
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232 E. Ist St Dayton, Ohio 
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Tank Fittings of Quality 
“McSHANE’”’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1856 1926 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 

















| building 


at Ninth and Pine 











You Need These 


Phillips sn Drilling ys Shells for Pipe Hangers, Bolts, etc. 
They provide “A New Sharp Drill for Every Hole” and they won't 
= out, either. Write for full details. Paitin: 
andle Hoiders and Spring Hammers. 


PHILLIPS DRILL COMPANY — 


Also regarding 


CHICAGO, ILLINOI 


1537 Cortland Street 


Ss 
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The OVERTON ROOF FLASHING 


The famous OVER- 
TON fits any ang'e 
roof and makes a 
joint both air and 
water tight. Easy 
to adjust and adapt- 
able to both stand- 
ard and extra heavy 
soil pipe. 


BUTLER MFG.CO. 


Minn. 





Minneapolis :: 
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| been awarded the 


| awarded 
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ft.. will be 
| warehouse and heating plant. 

The 
America 
the 
city, 


and besides this building there a power plan 
on the new elementary school 
a awarded 
Westminster street in th 
a The hi 
pase Plumbing Co., Dean stre¢ 


heating contract 


street, Providence, has been 


io 


Files sreenerined Co., 


bid plumbing contract 


of : 


on a 


327 
Providence. 

W. R. Edmunds & Co., 
the plumbing 
school in that city. 

Black & of 
plumbing contract on the 
State 


been award: 
Westmorelan 


Va., have 
$65,000 


Danville, 


contract on the 


Y 
la 


jaltimore, Md., have bee: 
$105,000 buildin 
hospital, Md 


secured the heating con 


Harry Son 
the 
the Eastern 
Pritchett & Robbins, 
act on the building. 
P. M. Pettit, E. 
has been awarded the 


at Shore Cambridge, 


Cambridge 
tr 1 


997 
ye | 


N.C 
creamery 


Sycamore street, Greensboro, 
plumbing contract on the 
at the Agricultural 


on a bid of $14,000. 


and other buildings and 


Technical College in that city, 
The 
Seattle, 


Rustad Plumbing & Heating Co., 322 James street 
Wash., has been awarded the plumbing and heat 
contracts on the proposed 11-story Camlin apartments 
streets for the 
The contracts will approximate 


ing 
Camlin Investment Com 
pany. $50,000. 

The 
sity 


3939 Univer 


University Plumbing & Heating Co., 
Seattle, Wash., has been awarded the plumbing 
and heating contracts on the proposed $350,000 Washing 
in the University district 


way, 


ton Manor apartment structure 


The contracts amount to $50,000. 
Braley & Cussick, plumbing contractors, Vancouver, 
Wash., have engaged architects DeYoung & Roald, Port- 


land, Ore., to prepare plans for a two-story concrete build 
ing, to cost $75,000, part of which is to be used for 
apartment suites. 

Taylor & Hughett, Port Angeles, Wash., have been 


awarded the heating and plumbing contracts on the pro- 


posed Junior high school in Port Angeles. 
W. D. Garrison, Portland, Ore., is installing plumbing 
in a duplex apartment at 34 East Twenty-fourth street, 


North, 


in that city. 











At the annual convention of the Oklahoma State Association 

of Master Plumbers held recently at Oklahoma City.—Top 

picture: D. E. Andrews and H. White, both of Lawton, Okla.; 

W. James of the U. 8S. Supply Co., Wichita, Kans.—Bottom pic- 

ture: E. D. Fishback of Bartlesville; J. I. Sullivan, plumbing 

inspector of Oklahoma City; F. E. Nelson of the Mideke 
Supply Co., Oklahoma City 
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The Gastonia Plumbing & Heating Co., Gastonia, N. C., 

s been awarded the heating and, plumbing contracts on 

e new addition to the High school in that city. 

S. P. Osburn, 1900 Fifth avenue, Fort Worth, Tex., has 

en awarded the heating contract on the $37,000 high 

hool addition at Abilene, Tex. 

The permit for the erection of a 12-story, $1,500,000 
hotel, has been issued in Vancouver, British Columbia. 
\nnouncement has also been made that a $1,000,000 thea- 
tre to house the Orpheum Circuit will be started shortly. 

The city of Point Grey, British Columbia, Canada, has 
.warded a contract for the erection of a civic bathhouse. 

B. J. Driscoll, plumbing contractor of 79 Washington 
street, Salem, Mass., has been elected secretary and treas- 
rer of the Associated Contractors of Massachusetts. 

J. F. Shea, Portland, Ore., has been awarded the plumb- 
ing contracts on the building of the Oregon Life Insurance 
Company at 411 Alder street, and on the garage for H. L. 
Corbett, which covers a block on Pine street. 

A. G. Rushlight, Portland, Ore., was elected first vice- 
chairman of the Building Construction Employer’s Asso- 
iation at the annual meeting held the first week in May. 
Mr. Rushlight, who is a member of the firm of Rushlight, 
Hastorf & Lord, Inc., plumbing and heating contractors, 
was also made chairman of the grievance committee of 
the organization. Other plumbing and heating men 
elected to positions in this organization were: Charles 
T. Gibson, of Williams & Gibson, who was appointed to 
the membership committee, and F. W. De Temple, who 
was appointed on the finance committee. 

D. L. Williams, architect, Chamber cf Commerce build- 
ing, Portland, Ore., has announced plans for improvement 
of the Waynewood and Meadow Park additions which will 
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At the annual convention of the Arkansas State Master 

Plumbers’ Association, held recently at Hot Springs.—Left 

to right: Robert Kirkwood; C. L. Jones, newly elected state 

president; J. H. Bilheimer, Jr., re-elected state secretary; 

G. C. Evans, and A. H. Pfeifer, state director, all of Little 
Rock 


comprise the erection of about 20 small residences. Mr. 
Williams will take bids on all sub-contracts but has not 
yet announced the dates. 

The Baston Independent School District, of Baston, 
Tex., W. J. Tullos, school superintendent, plans to con 
struct and equip a new high school at a cost of $75,000. 

C. H. Page & Brothers, of Austin, Tex., have plans 
under way for a school building at Cotulla, Tex., to cost 
$90,000. 

The board of education of Elgin, Tex., has plans in pre 
paration by C. H. Page & Bro., architects of Austin, for 
a 2-story, brick, stone and reinforced concrete school 
building, to cost $90,000. 

Fort Worth, Tex., is interested in the construction of a 
municipal auditorium to seat 10,000 persons and to cost 
approximately $1,250,000. 





Bathroom 
Trimmings 


| add the finishing touch to 
| every bathroom installation, 
| increase your customer's satis- 
| faction and your profits at the 
| same time. SNO-WITE 
| Bathroom Trimmings are 
| regular equipment in some of 
| ° 

the finest hotels in the coun- 
try. Why not use them on 
| your domestic installations? 





years. 


| CHICAGO . ‘ " ‘ 


Each SNO-WITE Bathroom Fixture 
has a Genuine Porcelain Enamel Fin- 
ish which is guaranteed against 
chippingYand discoloration for ten 


Write for catalog showing our com- 
plete line of inset and surface type 
trimmings — also medicine cabinets 
and mirrors. 


| American Enameled Products Company 






ILLINOIS | | 
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A fully guaranteed toilet 
seat of uniformly high qual- 
ity is the KNOTT ATLAS. 
Made from fine oak or birch 
in all styles and finishes. 


Order from your jobber 


Knott Mfg. Co. 


Tell City - - - - Indiana 


$Y 


Hanna Ball Joint | 
Pipe Hanger | 











| 

| 

Guaranteed Strongest Made | 

| 

- ios a | 

The “Ball Joint” Pipe Hanger | 
swings in any direction Pipe can 


be adjusted higher or lower without 
removing hanger 


Made of malleable iron 
Write for “‘Our Silent Salesman” 
The Penn Engineering Co. | 
No. 1 312 Cherry Street, Philadelphia, Pa. 


Portable Vise 
MARTIN Stand and 
Pipe Bender 


“It’s a Dandy’”’ 
That’s what one of our 
customers wrote in to us. 
And it’s typical of the 
letters we receive every 
day about our Vise Stand. 
Take advantage of our 10-day Free Trial offer 
and find out about it yourself. Write today. 























H. P. MARTIN & SONS 


626 E. 2nd St. 


‘SSUPERIOR” 





Owensboro, Ky. 


. 


BASINS 











Two fire vitre hina basins in 3 sizes) N.O.M.P., 
P.O.M.P. and P.O.R.P. Shipped in individual crates 
Write us for details on basins, closet tanks and bowls. 
HORTON POTTERY CO. . Chillicothe, Ohio 
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At the recent annual convention of the Oklahoma State Asso- 
ciation of Master Plumbers held at Oklahoma City.—Lefi to 
right: L. H. Scott of the Wolverine Brass Works; Robert b, 
Shelton of Kohler Co.; ©. L. 


branch of Crane Co. 


Lege. ussistant manager, Ohla- 


homa City 


Patrick Foley will erect a modern business block in ‘ 


Dalles, Ore., at a cost of $45,000 There will be sever 
stores on the ground floor and a 50-room hotel on 
second floor 

An apartment house to cost $97,000 is to be built in 
Vancouver, Wash., by Dr. Robson of Seattle and W. Paul 
of Vancouver Bids for an oil burning system and for 


the plumbing will be called for at a later date. 

F. R. Heck, 
has been awarded the heating contract on the 
Trust 1919 
2215 Avenue A, 


heating 


2028 Humboldt avenue, Birmingham, Ala 
sirmingham 
and Savings building at First avenue 


Theodore Pate Co., Birmingham, Ala 
has 


First 


been awarded the plumbing and contract on 


National Bank building in that city. 
1553 
have been awarded the heating and plumbing con 
the hotel 


Noone & Doubleday, Southern avenue, Memphis, 


Tenn., 
tracts on addition to Cleburne 
Helena, Ark. 

& Elmore, Western 


have been awarded the 


the $57,000 


Schnell Union building, Memph 


Tenn., heating and plumbing co: 
tracts on the new $125,000 wing to the Methodist hospital 

Architect E. L 
Calif., 


$1,000,090, 


Mayberry, Transportation building, Los 
Angeles, has 
for a 


erected at 


been commissioned to prepare plans 
building to b 
821 South Hill street, for the Financial District 


13-story professional 


Building Corporation. The building will have a 60 ft 
frontage on Hill street and will extend to a depth of 
159 ft. 

The heating and ventilating contract on the cerami: 


building, which will be erected in connection with th: 
Lincoln high school, 3625 North Broadway, Los Angel: 
Calif., has been awarded to Foss-Jones Co., 28 East Union 
bid of 
contract has been awarded to Johnson & Reeves, Glendal: 
on a bid of $5,624. 

The Wis., 
heating and plumbing contracts on the new high school 
the Heating & Plumbin 


Wis., on a bid of $11,086. 


street, Pasadena, on a $7,186, and the plumbing 


school board at Cashton, has awarded th 


and grade school, to Columbus 


Co., of Columbus, 


C. A. Hooper & Co., Oshkosh, Wis., has been awarded 
| the heating and plumbing contracts on the new senior 
high school at Black River Falls, Wis., on a _ bid 


$22,400. 
6 May ul 
ing and plumbing contracts on the new Chemical Labora 
tory at the University of Alabama 
The Franklin, La., has _ bes 
awarded the plumbing and heating contracts on the $7' 
Point, La. 


Cole, Tuscaloosa, Ala., has been awarded the hea 


Service Hardware Co., 


608, 2-story brick school building at Church 
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e Barber Plumbing Co., of Houston Tex., has been SSCHPHOOSHSSOSSHSSHGSESSHOTBH HL SALHLHRHSE © 
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awarded the plumbing contract on the new high school 
yu ing at Conroe, Tex. 


The J. C. Penny Stores, Inc., will build a new structure 





in rtland, Ore., at 42nd street and Sandy boulevard, 
with an investment of approximately $75,000 Earl Ross 
is manager of the Penny interests in Portland 

Fox & Company, Portland, Ore., will install an oil heat- 
ing system in the Sande Court apartments in that city. 
DeTemple Co., Portland, Ore., will install the plumbing 
d oil heating systems in the Montgomery apartments in 
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High Pattern D-477 “A” 
S & K Fixture 


Now Furnished With 


“NOW OB” rinhedovbeoeades 


These faucets have bronze removable seats wi 


rubber seat washers and operate on the non-rising 
principle of stem against seat ose Tease grinding twis 
body of the faucet is NOT threaded to engage th te 
side of the removable seat) the faucets are practically eve 


Write your jobber 


STREET & KENT MFG. COMPANY 
1954-64 Clybourn Ave. - - - Chicago, Illinois 


Manufactu 





666464 64646 4644444646446 4464 4.4.4... 
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Don’t Be Deceived! 


ii; Certain competitors, who have copied these 
designs from us, now announce them as new 
items of merit. 















| 
it the annual convention of the Oklahoma State Association | What a world of flattery they 
of Master Plumbers, held recently at Oklahoma City.—Top | [ff hand us by imitating our prod- 
picture, left to right: ©. W. Smith and L. A. Stout, both of | [ff ucts and shouting from the house- 
Chickasha, Okla.—Middle picture: W. E. Roush, Wm. Weach, tops to every plumber to use 
G. bE. Dresser and R. Sehwartz, all of El Reno, Okla.—Bottom | | | . 
these good fittings. 


picture: K,. G. Brandt and Gene Jones, both of Okinhoma 
Distributing Co., Oklahoma City 


R. N. Miller of Galveston, Tex., is having plans prepared 
for the erection of approximately 150 dwellings in that 




















city, total cost of construction to exceed $150,000. We have been making 
hk. F. Rittenberry, architect, 303 Blackburn building, them for the last 10 
Amarillo, Tex., has completed plans for a 4-story, 90x120 years and thousands 
ft. hotel building in that city, to cost $150,000. The con- | of plumbers can tes- 
struction will be of brick, steel and concrete with vapor | tify to their high 
heat, ventilators and individual baths. quality of material 
A. F. Parker of Olminto, Tex., is having plans prepared and workmanship. 
for a 50-room hotel building of stucco and frame construc- | Mr. Plumber, if you are using these fittings, 
tior ask your jobber to furnish “Blake” and you 
‘he Woman's Forum of Wichita Falls, Tex., Mrs. P. P. will not only get the “original,’’ but also are 
Langford, chairman, finance committee, plans the con- assured of the standard of quality which we 
struction of a club house of brick and concrete to cost | put into all our products. 
$50 000, | | 
The school board of Fort Worth, Tex., E. A. Corbett, | | Blake Specialty Company 
president, plans a 13-room addition, auditorium and cafe- Rock Island Illinois 
teria at the Daggett school on College avenue, to cost | Canadian Riedie see Crane ‘Co. Branches 








approximately $100,000. 
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Summer School Repairs 


The repair season for schools is at hand. 


The drain lines from laboratories in thousands of high 
schools will need repairs and replacements. 


Sell them on Duriron acid-proof pipe and fittings, traps 
sinks, etc., and make the job permanent and 100% satis- 
factory. 


A far better profit for the contractor, and a splendid invest- 
ment for the school. 


Duriron is produced 


%e DURIRON corrcns 








_ Range Boilers 


| Only one leak in 3,000 boilers 





D.D.WESSELS & SONSLO 
DETROIT. MICHIGAN 


earcnr © ncroens 
CLES EL AND. O90 KANSAS CITY. KAN WALK ERVILLE ONT 








DART 
SPECIAL 
UNIONS 


Save fittings, time, labor and worry 
with Dart Special Unions. Where 
there is a union to go in close toa 
fitting, you'll find a Dart Special 
ust made for the job. And-—you can 
oe the job with confidence that 
Dart Unions will stand up for good. 
Detailed information is ready for you. 
Write loday 


E. M. DART MFG. CO. 
Canadian Factory, 
Dart Union Limited, rt The Fairbanks Co. 


Sales Agents 
NONS. 








Dart Tee Union 


Dart Tee Uniod on the Run 


on the Outlet 


Providence, R. I. 


Toronto 

















MIDLAND 
Si it! ROOF 


(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 
inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 


Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY -1- MISSOURI 


MIDLAND METAL MFG 








The V. J. Kenneally Co., 256 Dover street, Boston, 
Mass., and D. F. Keefe, 14 Merchants Row, Waterto 
Mass., have been awarded the heating and plumbing « 
tracts, respectively, on the new school on Orchard str 
Watertown. The bids were $30,979 and $7,580, res; 
tively. 

The town of Hanover, Mass., is having plans prepa 
by J. William Beal Sons, Boston, for a Junior and Senior 
high school building to be erected on Hanover street, a 
an approximate cost of $140,000. 


oo 


The heating and plumbing contract on the addition t¢ 
the West grade school at Peabody, Mass., has been 
awarded Driscoll & Co., Inc., 79 Washington street, Sal 
Mass., on a bid of $19,950. ° 

Wellesley College, Wellesley, Mass., has awarded the 
contract to the Fred T. Ley Company, Springfield, Ma 
for a 3-story brick, steel and granite addition, 60x300 ft 
to house the botany and zoological laboratories. Plans 
are by Day & Klauder, Philadelphia, Pa. The proj: 
will cost $400,000. 

The Dixie Land Co., of Houston, Tex., has acquired 
1,600 acres of land outside the city which it will develc 
into subdivisions. Sewers and water mains will be | 
immediately. 


Houston (Texas) Lodge No. 151, B. P. O. E. is having 
plans prepared for a 15- or 20-story club and office build 
ing near San Jacinto and Rusk streets. The building wil! 
be of brick, stone and concrete, will have natatorium, 
gymnasium, swimming pool, roof garden, Turkish baths 
bowling alleys and sleeping quarters. The cost of con 
struction will approximate $500,000. 

The Presbyterian church of Brownsville, Tex., plans t 
construction of an edifice to cost approximately $75,000 
Cleveland Tandy is chairman of the building committe: 

Lang & Witchell, architects, Dallas, Tex., are drawing 
plans for a church for the congregation of the Protestant 
Episcopal church of Incarnation in that city. The stru 
ture will be of brick, stone, tile and reinforced concrete 
and the cost will be around $300,000. 

The Presbyterian church of San Benito, Tex., plans the 
construction of a church and Sunday school building to 
cost $75,000. 

The City of Marshall, Tex., has voted an appropriation 
of $150,000 for a city hall, to cost approximately $100,000, 
and a fire station to cost $25,000. Construction will be 
started in the near future. 

Stephenson Company, 91 Spring street, Atlanta, Ga., 
has been awarded the plumbing contract on the Erlanger 
theatre in that city. The steam heating and ventilating 
system will be installed by the Englehart Co., 56 Cons: 
street, Atlanta. 

Mitchell Plumbing Co., Decatur, Ga., has been awarded 
the plumbing and heating contracts on a home being buil 
by the Better Homes Company on Demarest and Mornin: 
side avenues in Atlanta. 

Shepard & Stearns, 65 Franklin street, Boston, Mas 
are preparing plans for a Junior high school to be erected 
at Center, Granite and Robert streets, South Quinc) 
Mass., at a cost of more than $400,000. 

Brown & Poole, 688 Pleasant street, New Bedford 
Mass., have been commissioned by the school board 
Dartmouth, Mass., to prepare plans for a new high schoo! 
building in that city. 

The Metropolitan Realty, Inc., 17 East 42nd street, N¢ 
York City, has had plans prepared by Crane & Franzhei: 
345 Madison avenue, New York, for a modern brick, ste: 
and stone 12-story hotel building at Commonwealth av: 
nue and Cottage Farm bridge, Boston, Mass. 
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Swimming - Pool News | 


The city of Hialeah, Fla., is planning the construction 
of a swimming pool. The site has already been selected. 

The Opa-Locka Co., Inc., 132 East Flagler street, Miami, 
Fla., is planning the development of the town of Opa- 
Locka, near Miami, and will construct a swimming pool. 

The Eastridge club, Lincoln, Nebr., is planning the con- 
struction of a swimming pool. 

The Grand Forks Post of the American Legion, Grand 
Forks, N. Dak., will build a wading pool in Central park 
in that city. 





The park board of Beach, N. Dak., will develop a tract 
300x300 ft. as a city park, and will include a 50x100 ft. 
swimming pool. 

Portland, Ore., is to construct a $23,000 swimming pool 
in U. S. Grant park. 


The Blackwell American Legion and the city of Black- 
well, Okla., is developing a 12-acre park, to include a 
swimming pool. 

H. A. Hayden, architect, 175 Main street, Bristol, Conn., | 
is preparing plans for a private swimming pool, to include | 
dressing rooms and shower bath equipment to be built 
on a local estate. 

The Fox Point Country club, Milwaukee, Wis., will 
construct a 35x60 ft. swimming pool in its building. The | 
plumbing contract has been awarded A. J. Maas & Co., 
Milwaukee. 


A unique swimming pool will soon be constructed in 
Laredo, Tex., by the Riverside Natatorium. Tue pool will 
be located in the Rio Grande river and so constructed 
that a swimmer can plunge in on the American side and, 
with a few strokes find himself in a foreign country. The 
pool will be of concrete construction and will cost approxi- 
mately $60,000. 

J. W. Bonner and DeWitt Reed of Corpus Christi, Tex., 
plan the construction of an amusement auditorium and 
bath houses at the end of the municipal pier in that city. 


The city of Cumberland, Md., will construct a municipal 
swimming pool with a capacity of 300,000 gallons of 
water. 

Plans are being drawn for a public comfort station for 
the city of Pottsville, Pa. 


CUTERY Ui vk is Uff ere 3 
ds need fr raphy water 








Suggested window display arranged by Fairbanks, Morse @ 








Co., Beloit, Wis., for the use of dealers 


Badger 
Copper Hot Water 


Boilers 


Build the good-w ll 


of your customers 


Badger Copper Hot Water 
Boilers have been accepted by 
plumbing and heating con 
tractors because they stay 
sold. 


When you recommend and 
install Badgers, you can forget 
them. They are built for serv 
ice—for many years of faithful 
care-free service. It is this 
kind of service which has built 
up confidence in Badger prod 
ucts. 


Back of Badger is eighty years experience and 
personal contact with the problems you face every 
day. This experience is available for you, not only 
in the installation of copper boilers, but also in 
making the sale of Badger products more profitable 
for you. 


Write for detailed information. Capacities from 30 


gallons up tested to 250 lbs. 


Badger expansion joints for steam or hot 
water are an important Badger line for you to 
investigate. Details gladly furnished. 


E. B. Badger & Sons Co. 


Boston, Mass. 





There may be other boilers — 
but there’s only one Badger 
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requirements with emai ase 





No. 7. Have you 


checked your valve 
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CoTT-#VALVE 


SIGN OF VALUE 


“MAXIMUM SERVICE PER DOLLAR” 
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| A Return Line 
VACUUM PUMP 


without a Peer 


“= KALAMAZOO @ 
Water Supply System | 


is bound to be 


after building pumps for 16 years we know how to build 
them right 


a winner wherever it is sold. 


Naturally, 


The New Kalamazoo is automatic, noiseless and simple to 
3 operate It requires no attention excc pt oiling and will not 
get out of order—thus elim- 
inaiing those troublesome 
service calls. 






Capacity, Efficiency and 
Quality Guaranteed 


for | Sold on Honor 
| at Right Price 


details 





Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 


BAS 


National Water Lift Co. ; 


Kalamazco, Michigan 














Distriet Agente Everywhere 
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NE THING of vital importance to fi ly 
() a merchant is securing the good- os oe 

will of his customers. You hear people speak of 
good-will quite often and most of us know in a general 
way what it means, but would probably find it hard to 
define the term in a few words. Not long ago a case was 
tried before the Supreme Court of the United States in 
which the good-will of a firm was involved. In the de- 
cision of the Court, good-will was declared to be “the 
disposition of the customer to return to the place where 
he has been well treated.” 

It seems to us that those few words are well worth re 
membering. Certainly they are right to the point. By 
keeping them in mind when dealing with his customers a 
man can do his business a world of good. You know that 
the best advertising to be obtained comes from satisfied 
customers. It is ore thing that money cannot buy. People 
are certain to tell others of their dealings with you, espe- 
cially if they have been unusually pleasant. 

It is possible, however, to build up good-will through 
people who have never purchased anything from you. If 
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you can find some way of letting them know you are in 
business, they will remember you when they need some 
thing in your line. Getting people to talk about you ina 
friendly way is one of the best ways of building up good 
will About the easiest way to do this is to use Black 
board epigrams in the display window They carry a cer 
tain ‘‘kick”’ 
The cost, as vou might imagine, is ridi 


that is appreciated by the average person 
ilously small; and 


the results, as experienced by hundreds of master plumb 


ers and other business men, are amazing 


Acquire the habit of putting an epigram in your window 
each day. You need not worry about a source of supply 
as we furnish seven new ones in this column every week 


Here are some that will keep them chuckling next week 


A woman is as young as other women think she look 


. . . 
The key to success doesn't look anything like a night 
kev 
* * “ 
Vhen a man feels mean it’s his cue to keep silent 
* = * 


It is better to be disappointed in love than in mar 
riage. 
| * * * 


Regret will never be able to head off indiscretion 


* . + 
Marriage isn’t a failure unle the parties to the con 
tract are. 
* 7 . 


Charity covers a multitude of so-called sacred concert 


Francis Van Brocklin has purchased the plumbing and 
heating business of F. W. Spencer, Leavenworth, Wash 


























worth while. 



































Ask Your Jobber 


About the fastest selling automatic water heater on the market. 


IT’S THE ‘“‘MERION” 
| $60—$70—$90 


You can sell automatic water heaters at these low 
prices and make a profit that makes each sale 


Sold only through the plumbing trade. 


| John Wood Mfg. Company 


Conshohocken, Pa. 
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Bath a Day Movement 


There are many ways in which the Bath a Day Movement and 
the material which has been produced to help it along may be 
used. The most important use, of 


course, has been the distribution of 
copies of “The Story of the Bath’ 
to the school children of 160 cities 
and towns to be used as supplemen- 
tary reading. This has been of tre- 


mendous influence. These cities and 

s scattered all over the country, have in them many people 

whose knowledge of sanitation and whose appreciation of the 
master plumber’s work, has been advanced. 


fown 


MONG the other uses to which the Bath a Day ma- 

terial has been placed we might mention that re- 

cently the Women’s Chamber of Commerce of Kan- 
sas City, Mo., had an exhibition. The Auxiliary there had 
several booths and in each booth they included a Bath a 
Day poster and distributed other material. 

A letter from the North Carolina Association of Plumb- 
ing & Heating Contractors, signed by E. B. Grady, secre- 
tary and treasurer, states that he personally distributed 
copies of “The Story of the Bath” in the schools of Con- 
cord where personal hygiene is being taught, the booklets 
used in connection with those studies. The asso- 
ciation is also distributing copies through the North Caro- 
lina Tuberculosis Association. 

“We think we will derive benefit in 
advertising from placing these booklets in the hands of 
with our imprint on them.” It might inci- 
remarked that the North Carolina Associa- 
tion is taking advantage of the fact that when we receive 


being 


Mr. Grady says: 


the students, 
dentally be 
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inquiries for copies of ‘“‘The Story of the Bath” we always 
refer them to the association, local or state. Not al! asgo- 
ciation secretaries see the value of these opportunitics for 
publicity. 

Perhaps we have an inquiry from your city. Writ> and 
ask for a copy of “The Story of the Bath,” and whether or 
not we have such an inquiry, a copy will be sent you. 


(i omfort Stations 


The Sesqui-Centennial International Exposition Asso 
ciation, Philadelphia, is ready for bids on the construc- 
tion of three or four comfort stations, to be one-story, 


30x80 ft., and cost about $30,000 each. 

The Westchester County Park Commission, New Ro- 
chelle, N. Y., is taking bids on the construction of com- 
bined field house, comfort station and bath house, to be 
2 stories, 67x344 ft. 

The plans for the new bridge which is to be built across 
Root river at Main street, Racine, Wis., call for a comfort 
station at the northwest end of the bridge. It will be of 
the bungalow style. Work on the bridge will be started 
about July Ist. 

The contract has been awarded by the city of Pasadena, 
Calif., for the construction of a comfort station in Laman- 
da Park. 





George B. Post & Sons, New York City, architects, have 
been commissioned to prepare plans for a large hotel and 
office building to be built on Congress avenue, New Haven, 
Conn. The hotel will have about 325 rooms, and the 
project is being backed by the following New Haven men: 
S. Z. Poli, Wilson H. Lee, Henry F. English, and others. 
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Closet Fitting 


3,000 used on one job— 
one of the largest hotels in 
the country now in the pro- 





Josam Combination Closet Fitting combines cast closed end for testing and threaded 
section for adjusting floor flange. Furnished in either straight or bend form in many 
types necessary to meet all regular plumbing practice for screw or soil pipe connection— 
with either straight or 45 degree threaded or hub waste—or without waste inlets. 


The use of a Josam Combination Closet Fitting overcomes inaccurate roughing-in and 
reduces the possibility of leakage. Descriptive folder on this and other Josam Products 


| 

| 

cess of construction. | 

| 

| 

will be promptly sent on request. | 


Josam Ready Reference Folder No. 2 now ready for distribution — ask for your copy. 


The Josam Manufacturing Company 
4902 EUCLID AVE., CLEVELAND, OHIO 


Factory: Canal St., Michigan City, Ind. 
| Josam Drains and Other Products are sold by all Plumbing and Heating Supply Jobbers | 


| ‘“‘There are no substitutes for Josam Drains” 
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eal Hot Water Service 
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Suburban home owners can enjoy the convenience and 
luxury of a plentiful supply of hot water 24 hours a day 
when you sell them a Hotstream Kerosene Water 
Heater with the 


Quadruple Coils 
of Copper 


We wouldn’t put four copper coils in the Hot- 
stream Kerosene Heater instead of the usual one, 
if we didn’t know that they were vastly better. 


We spare neither effort nor expense to make 
Hotstream Kerosene Heaters the best it is possible 
to obtain—that’s why the Quadruple Copper 
Coils are used. 


Hotstream Kerosene Heaters give hot water on 
the first circulation. The Kerogas wick burner 
burns with a blue flame, is noiseless and efficient. 


Two types—-20 K. W. for ordinary homes—20 
G. K. for the large ones. 


If youwant to sell 
the best Heater 
—sell Hotstream 


No. 20 K. W. 








THE HOTSTREAM HEATER COMPANY 
‘“‘Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 


BRANCH OFFICES: . 
New York, 210 E. 45th St Toronto, 269 W. Richmond St. Detroit, 1045 Wayburn Ave Denver, 1715 California St ; 
Chicago, 627 Washington Blvd. San Francisco, Rialto Bldg. Philadelphia, 892 Drexel Bldg. Cambridge, Mass., 491 Main St 
Manufacturers of a Full Line of Gas and Kerosene Heaters — Standard, High-Grade Products Built to Give Lasting Satisfaction. 
Copyright, 1926, by Hotstream Heater Co. 
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Under Construction in New York City Under Construction at Peoria, Ill. Under Construction at Long Beach, Cal 


Bond Issue Underwritten by the 
American Bond & Mortgage Co., Inc. 
Owners, The 415 Central Park West Corporation 
Architects, Deutsch & Schneider 
General Contrs., Longacre Eng. & Const. Co. 


Owners, 
The Pere Marquette Hotel Building Corp. 
{Horace Trumbauer 
\Hewitt & Emerson 
Plumbing Contractor, Thomas J. Cody 


Associate Architects 


Owner, F. B. Dunn 
Architects, Walker & Eisen 
Plumbing Jobbers, 
Western Wholesale Plumbing & Supply Co. 
Plumbing Contractor, F. C. Schilling 


Plumbing Jobber, Samuel R. Kahn General Contractors, V. Jobst & Sons : ; i 
Plumbing Contractors, Monroe M. Golding, Inc. Being equipped with the Watrous Flush Being equipped with the Watrous Flush 
Being equipped with the Watrous Flush Valve Valve and Duojet Floor Closet Valve and Duojet Floor Closet 


The above installations, in New York, Illinois and San Francisco, 
illustrate the nation-wide recognition of 


Watrous 


- Plumbing Fixtures 
Non-Clogging —Water-Saving — Sanitary 





HE design of the Watrous Duojet Closet prevents clogging and 

overflowing by eliminating the narrow passage needed by many 
types of closet to maintain syphonic action. It is also very economical 
with water. 


The Watrous Flush Valve delivers the exact quantity of water required 
by the type of bowl with which it is used. Therefore, when used in 
combination with the water-saving Duojet Closet, it assures a sub- 
stantial saving of water at every flush. 





The wall type of bowl greatly simplifies the work of cleansing the 
bathroom floor. It also promotes economy in erecting new buildings 
by dispensing with closet connections in floors. 


Write for full details on the Watrous Flush Valoe and Duojet Closets 


PLUMBING DIVISION 


Watrous Flush Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures — Pop-Up Wastes—Drinking Fountains — Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 








1231 W. Harrison St. 


Room 514, 51 East 42nd St. 
New York, N. Y. 
M. D. Keyes, 1886 East 82nd St. 
Cleveland, Ohio 
H. D. Tuck, 404 Marquette Bldg. 
Detroit, Mich. 


BRANCH OFFICES: 
W. E. Blair, Jr.. c/o Coronado Hotel 
St. Louis, Mo. 
Finney Wheeler, 205 Brush Creek Blvd. 
Kansas City, Mo. 
R. J. Shank, 724 Grand Ave. 
Des Moines, Iowa 


CHICAGO 


Continental on D. 1120 Metropolitan Life Bidg 


inneapolis, Minn. 
Wm. P. Horn Co., 237 Rialto Bldg. 
San Francisco, Calif. 
L. C. Coombs, 1234 8. Broadway 
Los Angeles, Calif. 


John Livingston, c/o Wm. P. Horn Co., L. C. Smith Bidg., Seattle, Wash. 
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NEWS FROM FLORIDA 
Florida being the land of plenty these days, there are some 


curious stories about it. It is said that three or four prom- 
inent members of the industry, having visited Coral Gables, 
Miami, and all the rest of the beauties which Florida matches 
against California, were heard singing: 

“Miani, Miami, you owe me a lot.” 


HAVE YOU HAD YOUR LIMERICK TODAY? 


Jj. A. L., Bluffton, Ind., after taking under consideration the 
case of the plumber from Mineral Point, separates himself 
from an opinion probably based on personal experience We 


put his opinion in bold type: 
There was a plumber from Mineral Point, 
Who never learned to wipe a joint. 
They gave him some lead 
And sald, “Use your head,” 
But he soon came back with his hands all “boint.” 


ADVERTISING SLOGANS 

We offer for consideration the thought that a number of 
well known national slogans could have been adapted to the 
of plumbing materials if you had thought of them 
first. For instance: Take the Bath a Day slogan: “A Bath 
a Day Keeps You Fit Every Way.” Why not couple that up 
with “Eventually (you will take a bath a day)—Why not 
now?” The jewelers have a slogan: “Gifts that last.” Put 
that sign in your window. “Gifts that last. Why not give 
your friends a few feet of our pipe—it will last forever?” 
C* the * * * slogan, “Ask the man who owns one.” Hang 
that sign over the side of a bath tub and invite your prospects 
to “Ask the man who owns one.” Then there is the “When 
better cars are built * * * will build them.” You might say, 
“When better bath tubs are built, we will bill them.” We 
have tried to adapt the “Say It With Flowers” slogan, but no 
matter how we apply it: “Say it with lead pipe,” “Say it with 
a bath tub,” “Say it with a kitchen sink,” it brings up an 
unfortunate picture of an action we'don’t want to suggest. 
jabies ery for it’ may become, for our purposes, “Babies 
cry without it” when you are displaying a bath tub.— And so 
on—you can probably write any number of adaptations. 


selling 


“SY” SEZ 
To Garage Mechanics 
Your cxample doth remind us, 
We can live our lives in peace, 
And, departing, leave behind us 
Steering wheels all smeared with grease. 


A hardened motorist ran down a pedestrian. “Hey,” he 
shouted, “while you’re under there take a look at my brake 


rods.’ 


GUISEPPE AND THE COLONEL 
Me I’m soldier in h’army once 
These coronel she’s bad guy 
One morning she’s look to me 
Saying Guiseppe was smatter 
AHA not shave 
I’m smile from him and say 
HeHe not ruzzor 
Coronel she’s jomp and holler 
HoHo Thirrrrry days 
Pretty bad lock don’t kid those coronels. 
G. V. E. SCARABOOTSCHO. 


IT’S BEST TO BE SAFE 
Coroner: “Was this man you found dead on the railroad 
track a total stranger?” 
Witness (who had been told to be careful 
ments): “No, sor. 
Partial stranger, sor.” 


in his state- 
His leg was gone entoirely. He was a 
K. B. G., Illinois. 
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Ric-wil Conduit 
of Cast Tron 


that’s the Ric-wiL answer to the 
need of an especially strong durable 
conduit for steam pipes that run under 
railroad tracks, heavily traveled roads 
and other places where load and vibra- 
tion make it advisable to use a material 
still stronger than tile. And this Cast 
Iron Ric-wiL has all the advantages of 
regular Ric-wiL—the exclusive fea- 
tures that make it the conduit of 
outstanding efficiency and economy. 


Exclusive Advantages of 
Cast Iron Ric-wiL 


A material of unusual strength, more than equal to any load 
you put on it. 


Side lugs and special locking device for fastening top and bottom 
halves rigidly together. 


Loc-liP Side Joints for sealing conduit water-tight. 


“Interlox” with base drain and pipe supports, and With regular 
tile Ric-wiL. 


External, shock-absorbing pipe supports, quickly installed. 
Supporting base drain, close under conduit, clog-proof. 


Construction making for extraordinary economy of installation 


You can meet every requirement of every job 
with Ric-wiLl—with the smoothest installa- 
tion and the surest profit. 


THE RICc-wiL COMPANY, Cleveland, Ohio 





UNDERGROUND CONDUIT 
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INSIDE 
DETAILS 


IN DESIGN 
Make 





Produce 
More 
Hot Water 


with less fuel and attention. It’s a 
proven boiler that has won an en 
viable reputation by performance. 


A WILKS BOILER 


with little attention or fuel, either hard or soft, is unequalled for 
furnishing a constant supply of hot water for RESIDENCES, 
APARTMENT BUILDINGS, py oye HOSPITALS, BARBER 
SHOPS, SCHOOLS, etc., and is most economical heater for 
RESIDENCES, GREEN HOUSES, GARAGES, BROODER 
HOUSES and other smaller buildings. Capacities from 40 to 1,400 
gallons per hour and for heating from 200 to 1,200 square feet. 


S. WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 


3521 Shields Ave. Chicago, Illinois 


H. W. Sedgwick H. M. Sedgwick 
esident Secy. & Treas. 


Pr 

























_ It’sallinthewaytheyaremade— 


READING 
Electric Steel 
Valves and Fittings 





HE SOUNDNESS of the cast- 

ings in Reading Electric Steel 
Valves and Fittings is a result of 
foundry practices developed in our 
own plant since the earliest days of 
steel piping materials, combined with 
the most modern equipment and 
methods for steel making. 


Let us send you a copy of a new pam- 
phlet providing information on fit- 
tings made to the new standards 
developed under A.E.S.C. procedure. 





Reading Steel Casting Co., Inc. 
teading Valves and Fittings Division. 
An Associate Company of the American 
Chain Co., Inc. 


BRIDGEPORT CONNECTICUT 
Offices and Warehouses in Principal Citie: 


_| READING for steel 
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PATENTS 


Plumbing Department 





1,582,548. Overhead Feed and Vent Wash Fountain 
Louis Schlesinger and Herman E. Heine, Milwaukee, Wis, 
assignors to Bradley Washfountain Company, Milwaukee. 
Wis An overhead feed wash fountain, comprising a 











1,582,548. 


standard having a basin thereon, a supporting tube rising 
from the basin, fountain mounted on the supporting 
a vent pipe extending through the supporting tube 
and the fountain, and means for supplying water to the 

fountain. | 


a 





tube, 


. . * 
1,582,645. Combination Liquid-Soap Dispenser and 
Towel Rack. William F. Findley, Los Angeles, Calif. In 


combination, a towel container provided with a towel slot, 





"1,582,645. 


a towel wound in a roll within said container and extend- 


ing through said slot, and a spring gripper mounted 
within said container for gripping the towel against the 
inside of said container, and means for disengaging said 


gripper from the towel. 
* 7 > 
1,582,845. Adjustable Drainage Fitting for Hanging 
3attery Wall Toilets. William P. McArthur, Los Angeles, 
Calif. A drainage fitting comprising a section of a drain 





1,582,529: 


4 
1,582,845. 


pipe provided with two inlets at one end thereof, said inlets 
being arranged on opposite sides of said pipe section, at 
an oblique angle thereto, and a partition between said 
inlets, said partition extending longitudinally from the in- 
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let end .to approximately the middle point of said pipe 
section, whereby drainage from one toilet is prevented 
from backing into the other and opposite toilet. 
> . * 

i Wash-Tray Bib Philip Mueller, Decatur, 
[ll., assignor to Adolph Mueller, trustee, Decatur, Il. An 
integral fitting of the class described comprising horizon- 


,582,529. 


tally disposed conduits in parallelism with each other, a 
laterally projecting the 
lower conduit, a vertical connection joining said conduits, 


nipple intermediate ends of the 


and outwardly projecting leveling lugs diametrically ar- 


ranged in the outer surface of said vertical connection. 
« * 7 
1,582,748. Ventilating Water-Closet. Ulysses G. Har- 


‘ 


ing, Edgar E. Sutter, and Ralph Haring, Washington, D. C. 
The combination of a ventilated 
substantially an air tight water tank, a bowl and a pipe 


water closet comprising 











OVA. ARAN AANA 


| 
4 
é 


A 





connecting the same, a main supply pipe for the tank, a 
separate air chamber in said tank and having an opening 
pipe leading the main 
supply pipe to the opening in said air chamber, a valve 
and said 
pressible seat connected with said valve, a cylinder in said 
tank having an extension registering with the pipe from 
said bowl, a valve seat in the upper part of the extension, 
a valve for closing the same so that normally the air may 
from said bowl into said extension through said 
cylinder up into said water tank, and said seat when de- 
pressed allowing the water to spray from said auxiliary 
pipe into said air chamber to thereby create a vacuum in 
said water tank to continually exhaust the air from the 
bowl and said tank, while said seat is depressed. 
* 7 . 

1,582,881. Combined Bathtub Shower 
Bertha Nussbaum Kraemer, New York, N. Y. 
tion a bath tub having upwardly projecting integral side 


near its top, an auxiliary from 


between said auxiliary pipe main pipe, a de- 


pass 


and Closet. 


In combina- 
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The “EUREKA’’ will find it 


If there is a leak in the wastes or vents 
of yourplumbingsystem, the‘ EUREKA’ 
Smoke Test Machine will enable you 
to instantly detect it. Is easy to use 

will not force the seals, and has been 
approved by Plumbing Inspectors every- 
where. Full details gladly furnished. 







Write today 


Bailey Farrell Mfg. Co. 


Pittsburg, Pa. 
Huntington, W. Va. 
Charleston, W. Va. 




















Gerstein & Cooper 
Boilers 


Our Copper Pressure Boilers are made 
to give satisfaction where boilers of in- 
ferior calibre fall down. Every boiler sold by us is 
constructed by workmen who are paid only for the 
perfect boilers they turn out. Because of this you 
can safely guarantee them to your trade. 


GERSTEIN & COOPER CO. 


1 and 3 West Third St. 
aT 





South Boston, Mass 

















QS Double Seated Back Water 


FLOOR <a 
DRAIN 


Nos. 1102, 1115 and 1120. 
In 2°, 3” and 4” sizes. 
Open pattern type. 
Enlarged throat gives 
double area water wa 
around ball. Full 4” seal. 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers. Lower 
seat prevents siphoning. Spun copper ball. Illustration shows sand 
arrester bali seats which prevent back water overflow and the 
escape of gas. It’sthe best ever. Order from your jobber. 


QS Sanitary Mfg. Co., Waterloo, lowa 


















Fast work—clean work 


methods. 
look it. 
details—NOW. 


PIPE CUTTING AND THREADING MACHINES 
ECONOMY ~ SPEED ~ RELIABILITY 


accurate work can be obtained by even a 
semi-skilled operator on Curtis Pipe Cutting and Threading Machines. 
Lower your labor costs and increase your output by improved Curtis 

The New Curtis is a necessity. 
Let our Engineering Department furnish you with full 


COMPLETE LINE—HAND - BELT - ELECTRIC 
THE CURTIS & CURTIS CO., 318 Garden Street 






You can’t afford to over- 


14-2” to 8-16 


Bridgeport, Conn. 


Ranges 
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The Sterlco Thermostatic Trap 


The radiator trap that makes satis- 
fied owners and tenants. 


The STERLCO radiator trap is the 
result of eight years of study and 
experiment to attain a perfect radiator 
trap. Into the STERLCO trap is 
built STERLCO quality and STERL- 
CO service. When you use 
STERLCO Products you are using 
products with a conscience behind 
them. 


STERLING ENGINEERING COMPANY 
1626-44 Holton St. Milwaukee, Wis. 


Representatives tn all large cities 











Health-o-Meter 


CuseanT CED 


Automatic Bathroom Scale 














A scale that sells itself. 
It is particularly con- 
venient for a home be- 
cause of its convenient size. 


Men who are “keeping 
fit’”’ and women who are 
fighting fat will welcome a 
HEALTH-O-METER for 


their bathrooms. 


Put one in your window 
and watch the results. 


CONTINENTAL SCALE 
WORKS 


5701 S. Claremont Ave. 
Dept. 68-E Chicago, Illinois 





Your 
jobber 
can 
supply 

you. 
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| and end wall extensions at one end thereof, extending to 
the ceiling of the bathroom and defining a shower bath 
compartment and a pair of swinging doors carried by the 
open side of said compartment, the lower ends of said 











IS_@ 
1,582,488. 

doors being approximately flush with the upper edge of 
the bath tub. 


1,582,881. 


” . s 
1,582,488. Flushing Valve Nozzle for Urinals. William 
Sherwood, Detroit, Mich., assignor to Sherwood Brass 
Works, Detroit, Mich. A flushing nozzle comprising a 


tubular portion having a closed head of relatively larger 
diameter at one end; said head provided with an inclined 
slot through its side wall for the discharge of water; a 
flat blade secured to the wall of the enlarged head extend- 
ing from within the body portion through the slot and 
outwardly beyond the outer wall of the head, its inwardly 
projecting portion being recessed to accommodate a valve 
stem, and a valve housed within the enlarged head pro- 
vided with a screw threaded stem extending through a 
tapped hole in the closed end of the head for longitudinally 
adjusting said valve toward the contracted portion of the 
nozzle to control the discharge of water through the slot. 


Heating Department 


1,582,490. Oil Burner and Control Means. Cecil W. 
Stancliffe, New York, N. Y., assignor to Valveless Oil 
Burner Corporation, New York, N. Y. A burner for fluid 
fuel comprising a casing having a lateral inlet and an end 


= 
ea 








1,582,490 


outlet, a regulating cylinder fitting rotatably in said cas- 
ing, and having a port to register with said inlet, such 
cylinder having also an end wall provided with a guideway, 
a fuel nozzle pipe slidingly fitted in said guideway, and a 
Venturi tube slidingly fitted and suitably held in the outlet 
end of said regulating cylinder. 

7 ~ ” 

1,582,091. Oil Burner. John Squires, Detroit, Mich. 
assignor to Economies Research Company, Havana, III. In 
a device of the class described, the combination of a com- 
bustion chamber, means for spraying a fuel mixture there- 
into, including a rotary atomizing cup, an ignition member, 
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power means, including an electric motor or driving said 
atomizing cup, a fuel pump, connected to said electric 
motor, for supplying said atomizing cup in proportion to 
the speed of the motor, and means for controlling fuel 














%e 1,582,091. 


atomization, including an adjustable mechanism for vary- 
ing the speed of the atomizing cup. 
7. e * 

1,582,286. Radiator Support. Orton C. Little, Menasha, 
Wis., assignor of one-half to Frank O. Heckrodt, Menasha, 
Wis. In combination, a radiator, fittings extending out- 
wardly from the _ ends 
thereof, vertical pipes * 


connected to said fittings YY) 
\ "| 
| || 
| 


and providing inlet and ih 
i|# ial Hy 
| Ke alee 


outlet connections for 
said radiator, and tubular | iyi i! 
members having a loose | TL, 
fit with respect to said | THT 
pipes and arranged there- | || | 
on between the support- | TTT fi 
ing floor and the adjacent 
ends of said fittings, the 
upper ends of said mem- 
bers providing seats for 
said fittings whereby said 
pipes are relieved of the 
weight of said radiator. 
* oo + 

,683,122. Valve-Control Mechanism, Charles L. Bry- 
ant, Cleveland, Ohio. Fuel feed control means comprising 
a fuel supply valve having an oscillating operating mem- 
ber, an oscillating pressure responsive valve operating 
device having its actuated member connected to said op- 
erating member, a control valve for said pressure respon- 
sive device having two functioning positions in which said 
valve operating device operates to close said fuel supply 
valve and an intermediate position in which said valve 
operating device operates to open said fuel supply valve, 
and biasing means constantly tending to move said con- 
trol valve to one extreme position. 
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~|A Sight Seller 
1 A Stark Electric Base- 
ment Drainer with your 


other tools will sell itself 
to the householder. The 





— 








handiest portable cellar 








drainer on the market. 











Wherever there’s electric 
light there’s room for a Stark. 


Write for details, prices, etc. } 


STARK PUMP COMPANY | 
12033 Cardoni Ave. Detroit, Michigan | 
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(oy 
- SYNONYMOUS 











in the country there is an 
outstanding hotel which, by 
reason of years of service to 
the traveling public, has be- 
come synonymous with the 
city in which it is located. 










In Cleveland It’s 
The Hollenden 
This enviable position 
has been won through 
many years of unfail- 
ing service and an at- 
mosphere of homelike 
comfort and hospi- 
tality that has become 
traditional. Today, as 
decades ago, The Hol- 
lenden Hotel stands 
for Cleveland at its 
best in the minds of 
many thousands of dis- 
criminating travelers 


800 Rooms — 800 Baths 


Ample garage facilities 
A new addition, now under construction, will provide 
250 more rooms and a 300 car, fireproof garage. 


In Cleveland - its 


THE HOLLENDEN 


Theo. DeWitt, Manager 


KUNKEL KL KXE XK XXL LK LUKE LAL KELL KILL LLL LILA LXLILIIIIIX 3] 


Superior Avenue at East Sixth Street 














Write For 
Catalog ‘‘D’’ 
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You'll Like The Way They’re Packed 


The sturdy cartons in which they are packed, ready for 
reshipping without repacking, is just one of the reasons 


YF UCKY STRIKE” 


Force Cups 


are so popular with the trade. It is an accu- 
rate forecast of the exceptional quality of 
these fine cups. 

Why not order a trial carton—NOW? 


Lavelle Rubber Company 


320 W. Illinois St. CHICAGO, ILLINOIS 
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a 
16,339. Safety Valve for Oil Burners and the [ike aia 
Lee G. Daniels, Rockford, III In a fuel burning I 
in combination, a burner, a fuel supply line to the } ner 
} an overflow or excess feed return pipe from the ner 
| a valve in the fuel supply line having a valve n ber 
adapted to be closed by the action of a screw-thrs on | 8. 
4s 
W 
el} 
Er 
a 
W 
| ‘ 
i ow 
} it 
| 1 
| k 
st 
’ | 
Plumbers’ Brass Goods 1,583,122 — 
AC -TE ; 
A COMPLETE LINE nection, a weighted member adapted to be normally held | 
Send for Catalogue in a set position and to be released from said position by 
flow of fuel from said return pipe and being so connected 
with said valve as to seat its valve member by a closing | 
. i 
Reading Brass Works, Inc. movement increasing in pressure with the fall of the | 
x weight, and means having a releasable connection with | Pe 
Reading = ss ~ Penna. said weighted member and adapted to be actuated by fuel | yy 
from said return pipe for releasing said weighted member | ae 
| from its said set position, said means being adapted to be in 
Over Forty Years Making Brass Castings | automatically reset by movement of the weighted member | & 
to its said set position. | i 
~— gi 
SEALS | ow 
ri ) The Roy Spencer Plumbing Company, 144 East Broad- | — 
™ way, Salt Lake City, Utah, has been awarded the plumb- | H 
ing and heating contracts on the Lincoln school, in that at 
| | Tt 
SHOWER, OLS! | city, and a hotel addition at Yellowstone park. in 










SS os $$: r E. K. Ferguson, Spanish Fork, Utah, has been awarded | 4c 


|| the plumbing and heating contracts on schools in that 
i]t] // When your customer asks 


you about shower cur- 
tains, there’s just one word in 
the answer—*UNION.”’ 


We make every kind of shower curtain 
white duck, sateen and rubberized 


vicinity on a bid of $27,000. in 
| L. N. Pittman of Amarillo, Tex., is having plans pre- 
pared for a 3-story and basement hotel building, 65x84 ft., 





brick, tile and reinforced concrete, with 46 rooms and 25 M 








For every style and size of bath. We manu- baths. D. D. Pittman, Prince building, Houston, is the 
facture shower curtains to order. , po 
architect. 

Write for our sample book. “ 
UNION CANVAS GOODS CO., Inc. Oscar Volk, Tacoma, Wash., has been awarded the heat- = 
1016-1018 Hamilton Street 83 Philadelphia, Pa ; ; : we 

— ing, plumbing and ventilating contracts on the $400,009) | to 
he . mm : s . we 

a i Masonic Temple to be erected in that city, on a bid of re 

— $65,500. | Ke 

Pr 


A customer comes to you, a Plumber, fora Tank Bulb or Washer because he wants some- 
thing better than he can buy ina 10-cent or a Department Store. If, however, you sell him 
a cheap Bulb or one that does not stand up much better than he can buy at those stores, 


YOU BOOST the TEN-CENT and DEPARTMENT STORES 
and kill your own business— True, isn’t it? 


“GOOD” VELVET SEAT TANK BULB exclusively? 


NEW YORK eT el@) D vi F Maheva for 
San Francisco argh dag ai 
Niagara Falls G. CO. INC. om 9 


“GOOD” Goods are head and shoulders above anything else made and place you and your work in a class by ‘evel ORDER TODAY! 








“~~ 
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8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 
m . 
Situations Open Miscellaneous rReA RTMEN' 
WANTED—JOURNEYMAN PLUMBER, PATENT SENSE—VALUABLE BOOK ate , 
I is license Steady position in (free) for inventors seeking largest “teem ¢ 
Northern Illinois town of 3,000, open deserved profits. Write Laeey & Lacey, attas 7% 
shor Address Key 608, “Domestic 755 F St.. Washington, D.C. Establishe : : 
Engineering,” 1900 Prairie Ave., Chi- | pRee h on ¥. 
ag . State ?p ( 1 « 
WANTED TO INVEST $1,000 IN Doducah, 7 
WANTED—-RADIATOR AND BOILER partnership of plumbing and heating rp pees ‘ 
man to represent manufacturer shop vears’ experience Addre Key ry oe { 
1 Central Pennsylvania Address 609, | 612, Domestic Engineering,” 1900 Alar P 
I stic Engineering,” 1900 Prairie | Prairie Ave., Chicago “| : : : 
Ave., Chicago. | ¢ . ; . 
SrANTS rious aneer ' > | WANTED—(1) USED PIPE CUTTING a7 f ‘oh 
WANTED — EXPERIENCED BOILER and threading machine in good con- | ‘ sts : 
radiator salesman for Philadel- dition, size from 214-in. to 8-in. Write | wp, Ur ut 
nd vicinity. Give age, experience P. W. Schneider, Inc, 16 Pearl street, | i “wg ps An 
and references in first letter Address Utica. N. ¥ vising A ( 
Ke “Domestic Engineering,” 1900 et : i May I 
Pr e Ave., Chicago ; wi t 
on a ee STOP ‘‘GUESSTIMATING” | June! 
WANTED A YOUNG MAN THOR heating 
‘ ] experienced in the plumbing | Avoid Errors and Omissions. Our ” C H ( 
nye j : > | ’ . ane L Y 
ey ee oe ee Plumbers’ Estimate Sheets [fins 
tround, Central southwest terri- will SAVE Time and Money. “ie ac t i 
Reply stating salary expected 100 leaves in a book—4'2x10 Satan Ot 4 
ve reference, Address, Key 614, 1 Book, $1.25 5 Books, $5. ina A Wett 
tic Engineering,” 1900 Prairie via Ins. Parcel Post same day we get order. Architect 
Chicago. LOUIS FINK & SONS CO., Printers | 
Time Sheets, Job Tickets, Letter Heads,ete. | PRISASURY I 
= S School Bldg. Laurel Springs, N. J. | vising At t ( 
Situations Wanted | In Business Thirty Years Noted for Quick Servier. | D. C., May 
| ae can a _ a _— - Lil be oper i 
| a < 140%¢ for 1 
POSITION WANTED—SALES MAN- | ESTIMATE AND CONTRACT BLANKS, | rd * — 4 ses " 
ager. A hustler. Open for engage- | time cards and job tickets, illustrated stalling tv , 
ment either in full charge or to handle | stationery, etc. Prompt delivery, Send fire-box heat 
important branch not as productive as for samples and prices. Address Ger- | \reropk OSto)! 
desired. Technically trained. Can sell | mantown Duplicating Co., 5839 German- rT ses H | | i 
ind manage others. Stimulates slug- | town Ave., Philadelphia, Pa. pecific sca ! 1 fr 
gish sales. Fully experienced. Loca- | Cuatodiay ; H | 
tion east, south or New England pre- | o Pony P ft nm ¢} re 
ferred. Address 606, “Domestic En- | Pipe Machines We specialize in [iS 2 4) : 
gineering,” 1900 Prairie Ave., Chicago. | new and used mn Me Super \ 
Sp et eres _.-_'|_-s pipe machines having in stock at all 
MANAGER-EXECUTIVE OFFERS | ti ll si f inch 2 inch rREASURY | I 
his services to medium size manu- imes all sizes from 2 inch to 12 inch. ing Arel 
facturing plant desiring new blood jn Think of pipe machines think of May 
business. Can organize, system- O’Brien, Philadelphia 0] 
ize analyze; competent to assume | eas 
ll charge. Can handle manufactur- THE O’BRIEN MACHINERY CO. | mol 
. a, advertising, etc. Technically 113 N. Third Street Philadelphia, Pa. te., at the I \ 
ainec /f especial value to concern phis, Ven I 
desiring to expand or to one that has Long Distanee Telephone: Market 0727 may be obta 
become stagnated. Location, preferably Cable Address: OBRIEN Philadelphie ficer in cl 
east. Address 605, “Domestic Engineer- Memphi I 
ng 1900 Prairie Ave., Chicago. PLUMBERS’ BIN LABELS liscretl« I 
Ja \ W 
Architect 


Lines Wanted 


MANUFACTURERS’ REPRE- 

sentative with offices in Chicago is in 
position to take on one line of plumb- 
ing material. Can devote the entire 
time of one man to the line. While 
we do missionary work among contrac- 
tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 560, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


For Sale 


FOR SALE—ONE NO. 300D5 V & K 
electric deep well water supply sys- 


tem and 85 feet 3% inch galvanized 
pipe bought new one year ago. Used 
four months last summer. Will sell 
cheap Address Key 602, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago 
NOW IS YOUR CHANCE TO HAVE A 
fine business at a reasonable price, 
well established Come and see for 
yourself and inquire. Centrally located 
Addr Key 611, “Domestic Engineer- 
Ing 900 Prairie Ave., Chicago 
FOR SALE—OLD ESTABLISHED, 
high class plumbing concern, in 
busi 8 twenty-five years (on account 
of death of one of the partners). Ad- 
“ress Ella Mueller, 32 Mt. Vernon St. 
Oshkosh, Wis. ; 








@ 1>«; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop.’ 
Haddon Bin Co., Haddon Heights, N. J. 











Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, III. 


Government Proposals 


TREASURY DEPARTMENT, SUPER 

vising Architect's Office, Washington, 
D. C., May 4, 1926. Sealed proposals 
will be opened in this office at 3 p.m., 
June 8, 1926, for plumbing and heating 


repairs in the lt Ss ost Office and 
Custom House, Port Arthur, Texas. 
Drawings and specifications may be 
obtained from the Custodian, U. S. 
P. O. and Custom House, Port Arthur, 


Texas, or at this office in the discretion 
of the Supervising Architect. Jas. A. 
Wetmore, Acting Supervising Archi 
tect. 5-15-22 


Books for Your Trade Library 


OVERHEAD EXPENSE AND PER- 
CENTAGE METHODS. By Henry F 
Balllet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Balillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 
book worth many times its cost. Size, 
4%x7 in 128 pages. 24 tables. Cloth 
Price, $1.60. 
THE TABLE OF ESTIMATED RADIA- 
TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a Iimited knowledge of heating 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size, 
44%4x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


Books Sent Pareel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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Ladies of the Auxiliary ’ 


We have a simple and practical plan which will 
enable you to help your husbands get new business, 
make more sales and increase their profits. This 
plan has proven a success in more than 150 cities 
and towns throughout the United 

States. It concerns 


“The Story 
of the Bath”’ 


a very interesting booklet which 











is creating a desire for more and 
better bathroom fixtures wher- 
ever it has been distributed. 


Write today for a free copy of 
‘The Story of the Bath’’ and full 
details regarding other Bath-a- 
Day Helps and the way in which. 
they can be used to increase your 
husband's profits. 


USE THIS COUPON 


DOMESTIC ENGINEERING 
1900 Prairie Avenue 
Chicago 


Gentlemen; 

I want to help my husband get more busi- 
ness. Please send me a {ree copy of “The 
Story of the Bath” and tell me how it can 
be used to the best advantage. 
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